Name 


Ablett A 


Ablett J 


Ackers F 


Adair A 


Adams K 


Adams T.B 


Adamson G 


Adcroft N 


Addinall E 


Addinall J 


Crew by Name 


Rank 


Snr 3rd Officer 


Snr 3rd Officer 


6th Eng Officer 


Cook 


Jnr 3rd Officer 


Snr 3rd Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 


5th Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 


2nd Officer 


Ship 


Yorkshire III 


Yorkshire III 
Herefordshire II 


SS Warwickshire 


Canadian Bridge 


SS Oxfordshire 
SS Oxfordshire 
SS Warwickshire 
Worcestershire II 


Studying 
Berkshire 
Studying 
Lincolnshire 
Studying 
Standby Leave 
Standby Leave 
Cambridgeshire 


Standby Leave 


Standby Leave 


Herefordshire II 
Cheshire III 
Standby Leave 
Studying 


Standby Leave 


Date 


01/10/1960 


18/04/1961 
14/10/1961 


01/06/1956 


16/02/1976 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 


01/08/1971 


01/10/1966 


01/10/1960 
18/04/1961 
14/10/1961 
14/10/1961 


01/04/1973 


Name 


Addinall J 


Addison R.J 


Agnes G 


Ahmad M 


Ahmed M 


Ahmed S.A 


Rank 
2nd Officer 
Captain 
2nd Officer 
Ext Chief Officer 


Captain 
Chief Officer 


Dept2 (Engine) 


3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Storekeeper 


Storekeeper 


Cook 


Ship 


Lincolnshire 
Studying 
Lincolnshire 
Lincolnshire 
Lincolnshire 
Studying 
Devonshire II 
Lincolnshire 
Devonshire II 
Standby Leave 
Dorsetshire 
Standby Leave 
Cheshire IV 


Standby Leave 


Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 
Dart America 
Standby Leave 
Dart America 
Dart Atlantic 
Dart Atlantic 
Dart America 
Standby Leave 
Standby Leave 


Worcestershire III 
Worcestershire III 
Atlantic Bridge 
Derbyshire III 


Dorsetshire 


Mersey Bridge 
Mersey Bridge 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


14/10/1964 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


25/12/1969 
01/07/1970 
29/04/1972 
16/02/1976 


26/03/1980 


23/02/1977 
13/10/1977 


Name 


Aich A.K 


Aikat D.D 


Aindow A 


Aindow J.A 


Airey K 


Airey K.W 


Aitken P.J 


Akeroyd J.D 


Rank 


C.P.O 


P.O: 


Deck Cadet 


Deck Cadet 


3rd Officer 


2nd Officer 


4th Eng Officer 


7th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 


2nd Eng Officer 
Jnr Eng Officer 


Chief Officer 


Ship 


Cambridgeshire 
Cambridgeshire 
Cambridgeshire 
Dorsetshire 

Cambridgeshire 
Cambridgeshire 


Lancashire IV 


Standby Leave 


Lancashire IV 
Oxfordshire 
Studying 
Oxfordshire 
Worcestershire III 
Studying 
Oxfordshire 
Atlantic Bridge 
Yorkshire IV 
Standby Leave 


SS Leicestershire 


SS Warwickshire 
SS Warwickshire 
Studying 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Studying 
Standby Leave 
Yorkshire IV 
Herefordshire III 


Standby Leave 
Standby Leave 


Date 


15/03/1978 
30/04/1979 
26/09/1979 
21/05/1981 
06/04/1982 
27/09/1982 


27/09/1978 


01/04/1973 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/09/1959 


26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 


26/03/1980 
18/09/1980 


Name 


Akeroyd J.G 


Akroyd C.M 


Alabaster A 


Alabaster G 


Alabaster G.C 


Alamgir 


Alcock D 


Rank 


2nd Officer 


Chief Officer 
1st Officer 
Chief Officer 
Captain 
Chief Officer 


5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Surgeon 


Surgeon 


Surgeon 


Serang (Deck) 


Radio Officer 


Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 


Ship 


Standby Leave 
Hampshire 
Berkshire 
Standby Leave 
Cheshire IV 
Studying 
Standby Leave 


Lincolnshire 
Standby Leave 
Wiltshire 
Wiltshire 
Studying 
Hampshire 
Standby Leave 


Worcestershire II 
SS Warwickshire 


SS Warwickshire 


SS Warwickshire 


Herefordshire III 
Herefordshire III 


Herefordshire II 
Herefordshire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Worcestershire II 
Standby Leave 
Derbyshire II 
Derbyshire II 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 


01/09/1959 
01/03/1960 


01/10/1960 


18/04/1961 


13/10/1977 
15/03/1978 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Alcock D 


Alexander C.J 


Alexander G 


Alexander W.A.C 


AliA 


AliM 


AliS 


Rank 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Jnr Eng Officer 


2nd Officer 


Bosun 


Dept1 (Deck) 
Bosun 


Cook 


Serang (Deck) 


Cook 


Ship 

Standby Leave 
SS Leicestershire 
Lancashire IV 
Lancashire IV 
Derbyshire III 
Derbyshire III 
Gloucestershire 
Gloucestershire 
Shropshire 
Yorkshire III 
Standby Leave 


Warwickshire 


Dart America 
Standby Leave 


Devonshire | 
Devonshire | 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 
SS Oxfordshire 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 


Cambridgeshire 


Derbyshire III 
Worcestershire III 


Warwickshire 
Herefordshire III 
Atlantic Bridge 
Herefordshire III 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


29/04/1972 


01/10/1972 
01/04/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


15/03/1978 


01/07/1970 
01/04/1971 


01/10/1972 
18/09/1974 
23/02/1977 
30/04/1979 


Name 


Allam S.M.Z 


Allan P 


Allen C.R 


Allen D.J 


Allen D.J.V 


Allen G 


Allen J.J.E 


Allen J.J.G 


Rank 


Storekeeper 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
4th Eng Officer 
Snr 3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Deck Cadet 
Uncert Officer 


Dept1 (Deck) 

2nd Officer 

Dept1 (Deck) 

2nd Officer 
Uncert 3rd Officer 


Dept2 (Engine) 
9th Eng Officer 
7th Eng Officer 


Deck Cadet 


Deck Cadet 


Ship 


Atlantic Bridge 


SS Warwickshire 
SS Warwickshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
Standby Leave 
SS Warwickshire 


Halifax City 
Standby Leave 


Worcestershire III 


Warwickshire 
Yorkshire III 
Gloucestershire 
Cheshire IV 
Studying 
Studying 
Studying 
Studying 
Atlantic Bridge 


Standby Leave 
Devonshire | 
Yorkshire III 


Devonshire | 


Worcestershire II 
Worcestershire II 
Yorkshire III 
Yorkshire III 
SS Leicestershire 


Date 


25/12/1969 


01/11/1957 
01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 
14/10/1961 
01/05/1962 


29/04/1972 
01/10/1972 


01/07/1970 


30/06/1969 
25/12/1969 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/10/1960 
18/04/1961 
14/10/1961 


14/10/1961 


01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 
01/03/1964 


Name 


Allen N.J.W 


Allen P 


Allen W 


Allenby J.T 


Allis K 


Allison J 


Allison J.K 


Rank 


Surgeon 


6th Eng Officer 
2nd Eng Officer 


Electrical Officer 


Jnr Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


2nd Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Ext Chief Officer 


Captain 


Ship 


SS Leicestershire 


SS Warwickshire 
SS Leicestershire 


Herefordshire III 


Derbyshire IV 
Staffordshire IV 


Studying 
Studying 
Ocean Bridge 
Standby Leave 
Standby Leave 
Yorkshire IV 
Derbyshire IV 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Cheshire IV 
Standby Leave 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Lincolnshire 
Hampshire 
Standby Leave 
Lincolnshire 


Date 
01/03/1960 


01/11/1958 
01/03/1963 


23/02/1977 


26/03/1980 
18/09/1980 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 


01/04/1971 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Allison J.K 


Allum S.M 


Allum S.M.Z 


Alpine J.C 


Altree N 


Altree N.A 


Anderson D.J 


Anderson J.B 


Anderson K 


Rank 


Captain 


Storekeeper 


Storekeeper 


Storekeeper 


Ext 4th Eng Officer 
4th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


5th Eng Officer 


4th Eng Officer 


Deck Cadet 


Dept1 (Deck) 


2nd Officer 

Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 


Ship 
Lincolnshire 
Head Office 
Standby Leave 
Lincolnshire 
Lincolnshire 


Warwickshire 


Atlantic Bridge 


English Bridge 


Dart America 
Dart Atlantic 
Oxfordshire 
Studying 
Herefordshire III 
Standby Leave 


English Bridge 
Atlantic Bridge 


Cheshire IV 


Derbyshire II 
Herefordshire II 
Herefordshire II 
SS Oxfordshire 
Derbyshire II 
Studying 
Studying 
Studying 


Derbyshire III 
Pacific Bridge 
Standby Leave 
Pacific Bridge 
Standby Leave 


Date 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1971 


30/06/1969 


10/09/1976 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


18/09/1974 
01/03/1975 


01/04/1973 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Anderson K 


Anderson P 


Anderson R 


Anderson R.W 


Anderson R.W.N 


Anderson S 


Rank 
Chief Officer 


Ext Chief Officer 
Dept1 (Deck) 
Captain 

Dept1 (Deck) 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
2nd Officer 


Chief Officer 
2nd Officer 


Chief Officer 
Captain 


7th Eng Officer 
6th Eng Officer 
4th Eng Officer 


9th Eng Officer 


7th Eng Officer 


2nd Steward 


Ship 

Atlantic Bridge 
Westminster Bridge 
Westminster Bridge 
Cheshire IV 
Oxfordshire 
Lincolnshire 
Standby Leave 
Lincolnshire 
Standby Leave 


Derbyshire III 
Studying 
Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 
Herefordshire III 
Wiltshire 
Studying 
Wiltshire 
Standby Leave 
Ocean Bridge 
Standby Leave 
Standby Leave 
Dart America 
Cheshire IV 
Berkshire 
Studying 


Worcestershire II 
Worcestershire II 
Worcestershire II 


Staffordshire II 


Staffordshire II 


Herefordshire II 
Herefordshire II 
Herefordshire II 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/09/1959 
01/03/1960 
01/10/1960 


01/05/1958 


01/11/1958 


01/11/1958 
01/09/1959 
01/03/1960 


Name 


Anderson S 


Andrew C.S 


Andrews P 


Anthony P 


Antonczyk M.F 


Appleby A 


Appleton J.K 


Rank 
2nd Steward 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


2nd Steward 


Trainee Deck Officer 


4th Eng Officer 


Ext 4th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 


Ext 2nd Officer 
2nd Officer 


Dept1 (Deck) 


Ship 


Herefordshire II 
Herefordshire II 


Studying 
Studying 
Studying 
Studying 
Studying 
Ocean Bridge 
Standby Leave 
Cambridgeshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Hampshire 
Lincolnshire 
Standby Leave 


Dart America 


Devonshire II 


Hampshire 
Standby Leave 
Ocean Bridge 


Herefordshire III 
Standby Leave 


Toronto City 
Westminster Bridge 
Berkshire 
Warwickshire 
Standby Leave 


Date 


01/10/1960 
18/04/1961 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 


13/04/1984 


16/02/1976 
10/09/1976 
23/02/1977 


21/11/1967 
22/06/1968 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Appleton J.K 


Archibald W 


Archibald W.R 


Ardern D.H 


Armishaw R.D 


Armstrong K 


Arnold P 


Rank 
Chief Officer 


2nd Elect Officer 


Dept3 (Electrical) 
Electrical Officer 


Snr 2nd Elect Officer 


Electrical Officer 


7th Eng Officer 
5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Trainee Radio Officer 


2nd Radio Officer 
Radio Officer 


Dept2 (Engine) 


3rd Eng Officer 


Jnr 2nd Eng Officer 


Ship 

Halifax City 
Oxfordshire 
Oxfordshire 
Cheshire IV 
Cheshire IV 


SS Warwickshire 
SS Warwickshire 
Standby Leave 
SS Warwickshire 
Yorkshire III 


Devonshire | 
Derbyshire II 
Derbyshire II 
Herefordshire II 
Shropshire 


Staffordshire III 
Staffordshire III 
Shropshire 
Coventry City 
Derbyshire III 
Standby Leave 
Derbyshire III 


Dart Atlantic 
Hampshire 
Derbyshire III 
Australian Bridge 
Ocean Bridge 
Standby Leave 
Studying 
Devonshire II 


Standby Leave 


SS Oxfordshire 
Oxfordshire 


Date 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/11/1958 
01/09/1959 
01/05/1962 
01/03/1963 
14/10/1964 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/03/1964 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/10/1960 


01/09/1959 
01/03/1960 


Name 


Arnott D.D 


Arrowsmith D 


Arrowsmith D.R 


Arthur K 


Rank 


Purser 


5th Eng Officer 


Jnr Eng Officer 
4th Eng Officer 


Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Captain 

Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 


Ship 


Standby Leave 
Devonshire II 

Staffordshire IV 
Standby Leave 


Derbyshire III 


Atlantic Bridge 
Derbyshire III 


Cheshire III 
Cheshire III 
Standby Leave 
Pacific Bridge 
Standby Leave 
Standby Leave 
Berkshire 
Cheshire IV 
Standby Leave 
Cheshire IV 
Oxfordshire 
Berkshire 
Standby Leave 
Herefordshire III 
Cheshire IV 
Oxfordshire 
Standby Leave 
Berkshire 
Oxfordshire 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Dart Atlantic 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/10/1972 


29/04/1972 
01/04/1973 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Arthur K 


Ash F 


Ashcroft A 


Ashcroft A.G 


Ashcroft M.E 


Rank 


Captain 


Purser 


Chef 
3rd Elect Officer 
Chef 
3rd Elect Officer 
Chef 


Dept5 (Victualling) 
Chef 


Chef 


Deck Cadet 


Uncert 3rd Officer 


Deck Cadet 
3rd Officer 


2nd Officer 
Chief Officer 
2nd Officer 


Ship 
Lancashire IV 
Cambridgeshire 
Standby Leave 
Cheshire IV 


Standby Leave 


Staffordshire II 
Devonshire | 
Staffordshire II 
Devonshire | 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Leicestershire 
Standby Leave 
SS Leicestershire 


Staffordshire II 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Derbyshire III 
Shropshire 
Standby Leave 
Ocean Bridge 
Ocean Bridge 
Oxfordshire 
Studying 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Berkshire 
Hampshire 


Date 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


10/09/1976 


01/06/1956 
01/06/1956 
01/11/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/03/1963 
01/03/1964 
14/10/1964 


01/05/1957 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


Name 


Ashcroft M.E 


Ashcroft R 


Ashcroft T.S 


Ashley E 


Rank 


2nd Officer 
Chief Officer 


2nd Steward 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ext 2nd Steward 


2nd Steward 
Chief Steward 
Dept5 (Victualling) 
Purser 


Ship 
Devonshire II 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 


Westminster Bridge 


Studying 
Westminster Bridge 
Standby Leave 
Ocean Bridge 
Standby Leave 
Wiltshire 
Atlantic Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Standby Leave 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Canadian Bridge 
Cheshire IV 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Yorkshire IV 
Lancashire IV 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Yorkshire III 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 


01/12/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/05/1957 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Ashley E 


Ashley G.S 


Ashman B.Y 


Ashton A 


Ashton A.F 


Ashton J.M 


Rank 


Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 


2nd Steward 


7th Eng Officer 


Snr 3rd Officer 


Captain 


2nd Officer 


Ship 

Yorkshire III 
Shropshire 
Yorkshire III 
Cheshire III 
Lancashire IV 
Lancashire IV 
Standby Leave 
Yorkshire III 
Derbyshire III 
Derbyshire III 
Lancashire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 


Devonshire | 


SS Warwickshire 


Devonshire | 
Devonshire | 


Dart Atlantic 
Dart America 
Dart Atlantic 
Dart America 
Standby Leave 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Dart Atlantic 
Warwickshire 


Cheshire IV 
Warwickshire 
Standby Leave 


Date 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


01/05/1958 


01/05/1958 


01/06/1956 
01/11/1956 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


16/02/1976 
10/09/1976 
23/02/1977 


Name 


Ashton J.M 


Ashworth A.G 


Ashworth T.R 


Askew F.J 


Askew R.P 


Aslam M 


Atkinson F 


Atkinson S 


Atlkinson S 


Attard Montalto L.P 


Rank 
2nd Officer 


Chief Officer 
Captain 


2nd Radio Officer 


Dept4 (Radio) 
2nd Radio Officer 


Dept4 (Radio) 


3rd Officer 


Ext Chief Officer 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Captain 


Cook 


8th Eng Officer 


5th Eng Officer 


7th Eng Officer 
6th Eng Officer 


Deck Cadet 


Ship 

Standby Leave 
Standby Leave 
Devonshire II 
Studying 


Staffordshire II 


Standby Leave 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


Coventry City 


Devonshire II 
Standby Leave 
Hampshire 
Lincolnshire 
Standby Leave 
Staffordshire IV 
Standby Leave 
Devonshire II 


Cambridgeshire 


Herefordshire III 


Coventry City 


Staffordshire Ill 
Worcestershire III 


Berkshire 
Standby Leave 
Studying 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 


01/06/1956 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/04/1973 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


18/09/1980 


20/05/1967 


01/07/1970 


30/06/1969 
25/12/1969 


19/09/1975 
10/09/1976 
13/10/1977 


Name 


Attard Montalto L.P 


Attard Montalto P.L 


Attard Montalto T.F 


Auckland B 


Austen A,C 


Austen S.G.S 


Austen S.J.S 


Rank 
3rd Officer 


Chief Officer 
2nd Officer 


Deck Cadet 


Deck Cadet 


Dept2 (Engine) 
6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
4th Eng Officer 
5th Eng Officer 


Ship 

Stirling Bridge 
Hampshire 
Yorkshire IV 
Studying 
Yorkshire IV 
Standby Leave 
Studying 
Studying 


Standby Leave 


Studying 


Standby Leave 
Worcestershire III 
Standby Leave 
Lancashire IV 
Toronto City 
Studying 
Studying 
Derbyshire III 
Coventry City 
Berkshire 


Studying 


Studying 
Studying 


Studying 
Studying 
Studying 
Studying 
Standby Leave 
Studying 
Studying 
Standby Leave 
Standby Leave 
Dart Atlantic 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


23/02/1977 


16/02/1976 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/10/1972 


21/11/1967 
22/06/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
19/09/1975 


Name 


Austen S.J.S 


Austen S.T.S 


Austin A.C 


Austin D.C 


Austin G.W 


Avenall D 


Rank 


4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


Deck Cadet 


4th Eng Officer 


1st Officer 
Chief Officer 


Ship 
Oxfordshire 
Warwickshire 
Lincolnshire 
Wiltshire 
Cambridgeshire 
Wiltshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Harold La Borde 


Studying 


Studying 
Studying 
Australian Bridge 
Worcestershire III 
Studying 
Studying 

Ocean Bridge 
Standby Leave 
Standby Leave 


Shropshire 


SS Warwickshire 


Lincolnshire 
Lincolnshire 
Wiltshire 
Staffordshire IV 
Devonshire II 


Date 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 


01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


14/10/1964 


14/10/1961 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Avis J.S.L 


Awberry A 


Awberry G 


Awbery G 


Azam M 


Aziz A 


Babu G.C 


Backes N 


Bagshaw F.M 


Bailey E.B 


Rank 


Dept2 (Engine) 
Engineer Cadet 


2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Serang (Deck) 


Cook 


Serang (Engine) 


Deck Cadet 


Jnr Eng Officer 


3rd Eng Officer 


Ship 


Studying 
Studying 


Dart America 
Standby Leave 
Standby Leave 


Arya Bod 


Studying 
Worcestershire II 


Gloucestershire 
Derbyshire III 
Ocean Bridge 


Worcestershire III 
Worcestershire III 
Lancashire IV 
Lancashire IV 
Herefordshire III 
Herefordshire III 
Lancashire IV 


Atlantic Bridge 
Atlantic Bridge 


Standby Leave 
Berkshire 
Atlantic Bridge 
Studying 
Lincolnshire 
Standby Leave 


Atlantic Bridge 


SS Leicestershire 
SS Oxfordshire 


Date 


01/10/1966 
20/05/1967 


29/04/1972 
01/04/1973 
19/02/1974 


18/09/1974 


01/10/1972 
07/10/1973 


30/06/1969 
25/12/1969 
13/10/1977 


01/08/1971 
29/04/1972 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
06/04/1982 


16/02/1976 
10/09/1976 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/04/1971 


14/10/1961 
01/05/1962 


Name 


Bailey E.B 


Bailey P 


Baillie A.R.B 


Bainbridge S 


Baird |.H 


Baird J.H 


Rank 


Dept2 (Engine) 
2nd Eng Officer 


2nd Elect Officer 
Dept3 (Electrical) 
2nd Elect Officer 
Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 


Engineer Cadet 


Carpenter 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 
Uncert 3rd Officer 
3rd Officer 


Deck Cadet 


Ship 


Standby Leave 
SS Leicestershire 


Yorkshire III 
Studying 
Yorkshire III 
Standby Leave 
Shropshire 
Lancashire IV 
Shropshire 
Standby Leave 
Pacific Bridge 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 


Studying 
Studying 
Studying 
Studying 
Cambridgeshire 
Hampshire 
Studying 
Studying 


Montreal City 


Cheshire IV 
Studying 
Cheshire IV 
Wiltshire 
Derbyshire III 
Studying 
Hampshire 
Atlantic Bridge 


Warwickshire 


Date 


01/03/1963 
14/10/1964 


01/03/1963 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 


01/08/1971 


Name 


Bairstow O.J 


Baker A 


Baker A.R 


Baker | 


Baker I.G 


Rank 
5th Eng Officer 


Cook 


2nd Officer 
Captain 
2nd Officer 
Captain 
2nd Officer 


Chief Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


Ship 


Standby Leave 


Herefordshire III 


Standby Leave 
Studying 
Australian Bridge 
Studying 
Devonshire II 
Standby Leave 
Wiltshire 
Devonshire II 
Hampshire 
Hampshire 
Lincolnshire 


Dart America 
Pacific Bridge 
Standby Leave 
Pacific Bridge 
Atlantic Bridge 
Warwickshire 
Atlantic Bridge 
Oxfordshire 
Mersey Bridge 
Herefordshire III 
Standby Leave 
Dorsetshire 
Cheshire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Standby Leave 
Standby Leave 
Cheshire IV 

Standby Leave 
Standby Leave 
Standby Leave 


Date 
19/09/1975 


26/03/1980 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/10/1981 


18/09/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Baker I.G 


Baker M 


Baker MISS N.C 


Baker R.R 


Baldwin R.W 


Ball J.H 


Ballantine J.C 


Ballantine J.S 


Ballantyne H 


Ballantyne J.C 


Rank 
Chief Eng Officer 


Cook 


3rd Officer 
2nd Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Ext 3rd Officer 
3rd Officer 
Dept1 (Deck) 


3rd Officer 
Dept1 (Deck) 


Electrical Officer 


Storekeeper 


Dept2 (Engine) 


7th Eng Officer 


7th Eng Officer 


8th Eng Officer 
6th Eng Officer 
4th Eng Officer 


Ship 


Safe Dominia 


Cambridgeshire 


Lancashire IV 
Dorsetshire 


Shropshire 
Worcestershire III 
Worcestershire III 
Shropshire 
Gloucestershire 
Gloucestershire 
Studying 
Gloucestershire 
Gloucestershire 
Studying 
Studying 
Shropshire 
Studying 


Worcestershire III 
Standby Leave 


Lincolnshire 


Standby Leave 


Pacific Bridge 


Herefordshire II 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Worcestershire II 


Date 


13/04/1984 


26/03/1980 


13/10/1977 
15/03/1978 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


16/02/1976 
10/09/1976 


10/09/1976 


01/05/1957 


25/12/1969 


01/05/1958 


01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 


Name 


Ballie A.R.B 


Balmer T.H 


Bandeen J.L 


Bandey A.P 


Bankes H 


Banks A 


Banks R 


Banks R.H 


Bannell J 


Rank 


Purser 


Ext 5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 


P.O. 


2nd Steward 


2nd Steward 
C.P.O 


Ext Chief Officer 


2nd Radio Officer 
Radio Officer 


Chef 


Ship 


Lancashire IV 
Standby Leave 
English Bridge 
Ocean Bridge 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Lancashire IV 
Hampshire 
Devonshire II 


Herefordshire III 
Yorkshire III 
Studying 


Herefordshire III 


Staffordshire II 
Staffordshire II 
Staffordshire II 


Studying 
Hampshire 


Yorkshire IV 


Oxfordshire 
Oxfordshire 
Standby Leave 


Herefordshire II 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


22/06/1968 
01/12/1968 
30/06/1969 


30/04/1979 


01/06/1956 
01/11/1956 
01/05/1957 


22/04/1983 
13/04/1984 


23/02/1977 


01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 


Name 


Bannell J 


Bapari P.L 


Barber J 


Barbour M.J 


Bardham R.C 


Bardhan R.C 


Bardy F 


Barker C.J 


Barker J.E 


Barker R.C 


Barkess R 


Rank 
Chef 


Serang (Deck) 


4th Eng Officer 


Cook 


Serang (Engine) 


Serang (Engine) 


Radio Officer 


7th Eng Officer 


Dept2 (Engine) 


5th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Ship 


Herefordshire II 


Pacific Bridge 


SS Warwickshire 
SS Warwickshire 


Coventry City 


Pacific Bridge 
Pacific Bridge 


Yorkshire III 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Pacific Bridge 


Standby Leave 
Studying 
Staffordshire III 


Studying 
Studying 
Cambridgeshire 
Dorsetshire 
Studying 
Studying 
Studying 
Devonshire II 
Devonshire II 


Standby Leave 
Studying 


Date 
01/11/1956 


01/07/1970 


01/06/1956 
01/11/1956 


01/08/1971 


29/04/1972 
01/10/1972 


01/07/1970 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


30/06/1969 


01/03/1963 
01/03/1963 
01/03/1964 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/03/1963 
01/03/1963 


Name 


Barkess R 


Barklie M.M 


Barklie N.M 


Barling G 


Barlow O.R 


Barman G.R 


Barnes D 


Barnes D.A 


Rank 


Dept2 (Engine) 


4th Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


Ext 5th Eng Officer 


Radio Officer 


Deck Cadet 


Dept1 (Deck) 
Jnr 3rd Officer 


Serang (Deck) 


4th Eng Officer 


6th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


Ship 


Standby Leave 


Berkshire 
Worcestershire III 
Cheshire IV 
Mersey Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Derbyshire III 
Standby Leave 


Lincolnshire 


Lincolnshire 
Oxfordshire 
Standby Leave 
Australian Bridge 
Devonshire II 
Yorkshire IV 
Derbyshire III 
Standby Leave 
Dart Atlantic 
Northamptonshire 


Herefordshire II 
Herefordshire II 
Studying 
Derbyshire II 


Derbyshire III 


Worcestershire III 


Shropshire 
Yorkshire III 
Standby Leave 
Shropshire 
Standby Leave 


Date 
01/03/1964 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/03/1975 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


19/09/1975 


22/06/1968 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


Name 


Barnes D.A 


Barnett W.A 


Barr J 


Barraclough J 


Barraclough J.L 


Barradell R.H 


Barrie B 


Rank 
3rd Eng Officer 


2nd Eng Officer 


Dept1 (Deck) 


Dept2 (Engine) 
3rd Eng Officer 


Purser 


Assistant Purser 
Purser 


Radio Officer 


Dept3 (Electrical) 


2nd Elect Officer 
Electrical Officer 


Ship 

Pacific Bridge 
Pacific Bridge 
Shropshire 
Atlantic Bridge 
Studying 


Standby Leave 


Standby Leave 
Berkshire 


Wiltshire 
Westminster Bridge 
Standby Leave 
Australian Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Lincolnshire 
Herefordshire III 
Standby Leave 


Staffordshire III 
Coventry City 
Hampshire 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 


Lancashire IV 
Lancashire III 


Studying 
Derbyshire II 
Staffordshire III 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


14/10/1961 


07/10/1973 
19/02/1974 


01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/07/1970 
29/04/1972 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
23/02/1977 
18/09/1980 


22/06/1968 
01/12/1968 


01/03/1963 
01/03/1963 
01/03/1964 


Name 


Barrie B 


Barrow K 


Barry M.M 


Barton F 


Barton N.F 


Barton R.W 


Barton W 


Bartrop C 


Rank 


Electrical Officer 


Dept2 (Engine) 


9th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


Dept5 (Victualling) 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 


Ship 

Staffordshire III 
Staffordshire II 
Staffordshire Ill 
Standby Leave 


Worcestershire II 
Devonshire | 


Yorkshire IV 
Standby Leave 


Standby Leave 
Studying 
Studying 
Studying 
Pacific Bridge 
Berkshire 
Studying 
Studying 


Cadet Act 5th Eng Off Worcestershire II 


5th Eng Officer 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept1 (Deck) 


2nd Elect Officer 


Inter 2nd Elect Officer 


7th Eng Officer 


Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 
Devonshire II 
Standby Leave 
Studying 
Studying 
Studying 
Staffordshire IV 


Studying 


Derbyshire II 
SS Oxfordshire 


SS Warwickshire 


Date 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/03/1960 
01/10/1960 


21/10/1983 
13/04/1984 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1956 


01/11/1956 
01/05/1957 


01/03/1964 


Name 


Bartrop C.J 


Bartrup C.J 


Barua S.C 


Bateman R 


Bateman R.D 


Bates P 


Batey B.R 


Rank 


Dept2 (Engine) 
5th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


P.O; 


2nd Radio Officer 


Dept4 (Radio) 


2nd Radio Officer 


Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Radio Officer 


Dept4 (Radio) 


Deck Cadet 


Electrical Officer 


Ship 


Standby Leave 
Worcestershire III 
Yorkshire III 
Lancashire IV 
Lancashire III 


SS Warwickshire 
Worcestershire III 
Standby Leave 
Yorkshire III 


Lancashire IV 


SS Warwickshire 


Standby Leave 
Derbyshire II 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Staffordshire III 
Standby Leave 
Coventry City 
Pacific Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Westminster Bridge 
Standby Leave 


Herefordshire II 
Shropshire 


Worcestershire III 


Date 


10/05/1965 
01/05/1966 
01/10/1966 
22/06/1968 
01/12/1968 


14/10/1964 
15/11/1965 
20/05/1967 
21/11/1967 


27/09/1978 


01/05/1962 


18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


10/05/1965 
15/11/1965 


19/02/1974 


Name 


Bath A.L 


Bauchop L.D 


Rank 
Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Snr 3rd Officer 


Ext Snr 3rd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 


Chief Officer 


Ext Chief Officer 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 


Ext 4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ship 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Derbyshire II 

SS Oxfordshire 
Shropshire 
Shropshire 
Studying 

SS Leicestershire 
Shropshire 

SS Warwickshire 
Standby Leave 
Cheshire III 
Cheshire III 
Herefordshire II 
Studying 
Studying 
Herefordshire II 
Standby Leave 
Standby Leave 
Derbyshire III 
Shropshire 
Yorkshire III 
Worcestershire III 
Shropshire 
Westminster Bridge 
Derbyshire III 
Standby Leave 
Westminster Bridge 
Standby Leave 
Standby Leave 


Lancashire IV 
Standby Leave 
Toronto City 
Lincolnshire 
Oxfordshire 
Cheshire IV 
Cheshire IV 
Devonshire II 
Studying 
Mersey Bridge 


Date 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Bauchop L.D 


Baxter B.W 


Baxter J.F 


Bayliss E.W 


Bayliss F.A 


Beale J.H 


Rank 
2nd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


Dept2 (Engine) 


2nd Officer 


Dept1 (Deck) 


1st Officer 


Chief Officer 


Deck Cadet 


Ship 
Wiltshire 


Studying 
Studying 
Studying 
Studying 
Studying 
Worcestershire III 


Studying 
Studying 
Studying 


Dart Atlantic 
Pacific Bridge 
Dart America 
Studying 


Oxfordshire 
Ocean Bridge 
Yorkshire IV 
Standby Leave 
Yorkshire IV 
Silver Bridge 
Stirling Bridge 
Yorkshire IV 
Standby Leave 
Standby Leave 
Derbyshire IV 


Studying 
Dorsetshire 
Lancashire IV 
Studying 
Devonshire II 
Warwickshire 
Studying 
Studying 


Date 
15/03/1978 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


21/11/1967 
22/06/1968 
01/12/1968 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Beasley J.P 


Beattie A 


Beattie J.J 


Beattie P.J 


Beatty W.R 


Beckett J 


Beckett J.F 


Rank 
Dept3 (Electrical) 


4th Eng Officer 


Dept2 (Engine) 


Cook 


8th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 
Ext 4th Eng Officer 


Dept2 (Engine) 


Carpenter 


2nd Officer 


2nd Officer 


Chief Officer 


Dept1 (Deck) 


Ship 


Standby Leave 


Herefordshire II 
Herefordshire II 
Studying 


Wiltshire 


Ocean Bridge 
Standby Leave 
Shropshire 
Wiltshire 
English Bridge 
Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Staffordshire III 
Staffordshire III 
Staffordshire II 
Staffordshire III 
Staffordshire III 


SS Warwickshire 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Shropshire 

Standby Leave 


Date 


07/10/1973 


18/04/1961 
14/10/1961 
01/05/1962 


21/10/1981 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/09/1959 
01/03/1960 


Name 


Beckett J.F 


Beesley J.P 


Beevers A 


Begg M.S 


Bell C 


Bell E.A 


Bell H.G 


Rank 
Chief Officer 


2nd Elect Officer 
Electrical Officer 


Deck Cadet 


Uncert 3rd Officer 
Dept1 (Deck) 

2nd Officer 
Uncert Officer 


Jnr Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Jnr Eng Officer 


Ship 

Yorkshire III 
Yorkshire III 
Shropshire 
Shropshire 
Yorkshire III 

SS Warwickshire 
Cheshire III 


Wiltshire 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 


Derbyshire II 
Shropshire 
Shropshire 
Shropshire 


Toronto City 
Studying 
Studying 
Berkshire 


Warwickshire 
Dart America 
Dart Atlantic 
Lancashire IV 
Wiltshire 
Standby Leave 
Hampshire 


Hampshire 
Dart Atlantic 


Date 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


23/02/1977 
13/10/1977 


Name 


Bell H.G 


Bell M.C 


Bell R.C 


Bell R.N 


Rank 


4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


2nd Eng Officer 


Dept1 (Deck) 


3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


2nd Officer 

2nd Eng Officer 
Chief Eng Officer 
Ext 2nd Eng Officer 


3rd Officer 
Dept1 (Deck) 


3rd Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
3rd Officer 
2nd Officer 


Dept1 (Deck) 


Ship 


Berkshire 
Studying 
Hampshire 
Derbyshire III 
Studying 


Standby Leave 


Standby Leave 
Studying 
Ocean Bridge 
Australian Bridge 
Dart America 
Hampshire 
Studying 
Standby Leave 
Dart Atlantic 
Studying 
Wiltshire 
Staffordshire IV 
Standby Leave 
Cheshire IV 
Wiltshire 
Staffordshire IV 
Cheshire IV 
Yorkshire IV 


Coventry City 
Coventry City 
Standby Leave 
Standby Leave 
Coventry City 
Studying 
Wiltshire 
Studying 
Atlantic Bridge 
Toronto City 
Pacific Bridge 
Westminster Bridge 
Wiltshire 
Studying 


Date 


15/03/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 


01/05/1957 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


Name 


Bell R.N 


Bell R.T 


Bell R.W 


Bell S 


Bell W 


Bell W.C 


Rank 


Captain 
2nd Officer 
Captain 


8th Eng Officer 
7th Eng Officer 


Deck Cadet 
Deck Eng Officer 
Dept1 (Deck) 
Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


3rd Officer 


Deck Cadet 


Uncert 3rd Officer 
3rd Officer 


10th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ship 

Studying 
Arya Bod 
Studying 


Staffordshire II 
Staffordshire II 


Yorkshire III 
SS Warwickshire 
Standby Leave 
Shropshire 
Studying 
Shropshire 
Shropshire 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Derbyshire III 


Shropshire 
Westminster Bridge 
Standby Leave 
English Bridge 
Coventry City 
Standby Leave 


Devonshire | 
Studying 
Gloucestershire 
Studying 


Devonshire | 
Devonshire | 
Cheshire III 
Studying 
Yorkshire III 
Studying 
Shropshire 
Lancashire IV 


Date 


19/02/1974 
18/09/1974 
01/03/1975 


01/11/1956 
01/05/1957 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/10/1960 
01/12/1968 
01/12/1968 
30/06/1969 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Bell W.C 


Bellamy V 


Bennett A.J 


Bennett A.M 


Bennett J 


Bennett L.J 


Bentley A 


Rank 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
Ext 3rd Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Cargo Engineer 
3rd Eng Officer 


Cargo Engineer 


9th Eng Officer 


Deck Cadet 


Jnr Eng Officer 


Jnr Eng Officer 


2nd Steward 


9th Eng Officer 


Ship 
Shropshire 
Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Studying 
Worcestershire III 
Standby Leave 
Standby Leave 
Ocean Bridge 
Australian Bridge 
Hampshire 
Standby Leave 
Devonshire II 
English Bridge 
Yorkshire IV 
Yorkshire IV 
Standby Leave 
Staffordshire IV 
Hampshire 
Hampshire 
Hampshire 


Derbyshire II 


Lancashire IV 
Hampshire 
Studying 
Studying 
Berkshire 
Yorkshire IV 


Standby Leave 


Worcestershire III 


Toronto City 


Herefordshire III 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/11/1956 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1975 


01/03/1975 


01/04/1971 


15/11/1965 


Name 


Bentley A 


Bentley H 


Bentley L.F 


Bentley W.M 


Bepari P 


Bernard D 


Bernard D.H 


Berryman M 


Berryman M.J 


Bessant R.M 


Best J.W.R 


Rank 
Dept2 (Engine) 
6th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


2nd Eng Officer 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Surgeon 


Serang (Deck) 


Deck Cadet 
Jnr 3rd Officer 


Deck Cadet 


Jnr 3rd Officer 


10th Eng Officer 


Dept2 (Engine) 


2nd Officer 


Dept1 (Deck) 
Deck Cadet 


Ship 


Standby Leave 
Derbyshire III 


Herefordshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Coventry City 
Montreal City 
Toronto City 
Standby Leave 
Standby Leave 


Worcestershire II 


Warwickshire 
Warwickshire 


Worcestershire II 
Derbyshire II 


Herefordshire II 
Herefordshire II 
Devonshire | 


SS Oxfordshire 


Standby Leave 


Worcestershire II 
Cheshire II 
Derbyshire II 


Studying 
Oxfordshire 


Date 


01/05/1966 
01/10/1966 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/10/1960 


30/06/1969 
25/12/1969 


01/05/1957 
01/05/1958 


01/06/1956 
01/11/1956 
01/11/1957 


01/09/1959 


01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 


01/08/1971 
29/04/1972 


Name 


Best J.W.R 


Bethall D.W 


Bethel R 


Bethell D.W 


Beveridge J.C 


Beyer C 


Rank 
Deck Cadet 


3rd Officer 

Deck Cadet 
Uncert 3rd Officer 
3rd Officer 


Chief Officer 
3rd Officer 
2nd Officer 


3rd Eng Officer 
Dept2 (Engine) 


Trainee Pumpman 


2nd Eng Officer 


Jnr Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 


Cargo Engineer 


Radio Officer 


Ship 


Derbyshire III 
Studying 
Coventry City 
Standby Leave 
Studying 
Standby Leave 
Worcestershire III 
Worcestershire III 
Ocean Bridge 
Wiltshire 
Studying 
Cheshire IV 
Warwickshire 
Standby Leave 


Worcestershire III 
Standby Leave 


Australian Bridge 


Shropshire 


Pacific Bridge 
Westminster Bridge 
Standby Leave 
Standby Leave 
Worcestershire III 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Staffordshire II 

SS Leicestershire 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


01/07/1970 
01/08/1971 


23/02/1977 


01/04/1971 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1964 


Name 


Beyer C 


Beyer C.L 


Beynon M 


Beynon P.J 


Bhandara J.B 


Bhattacharjee M 


Rank 
Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


Electrical Officer 


Dept2 (Engine) 
6th Eng Officer 


3rd Officer 


2nd Officer 


Serang (Engine) 


Ship 


Standby Leave 
Cheshire III 


Standby Leave 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Cheshire III 

SS Leicestershire 
Shropshire 
Cheshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire Ill 
Staffordshire III 
Gloucestershire 
Derbyshire III 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 
Worcestershire II 


Ocean Bridge 
Standby Leave 
Standby Leave 
Oxfordshire 
Herefordshire III 
Lincolnshire 


Herefordshire III 
Derbyshire III 


Date 


15/11/1965 
01/05/1966 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


01/11/1958 
01/09/1959 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


30/06/1969 
01/07/1970 


Name 


Bhattacharjee M 


Bhattacharjee P 


Bibby J.G 


Bibby S.J 


Biggam M.J.E 


Biggs R.A 


Billinge D 


Rank 


Serang (Engine) 


C.P.O 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
4th Eng Officer 


Jnr Eng Officer 


2nd Elect Officer 
Electrical Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


Jnr Eng Officer 


Ship 


Worcestershire III 


Warwickshire 
Warwickshire 


Studying 
Studying 
Studying 
Studying 
Studying 
Shropshire 
Standby Leave 
Worcestershire III 
Toronto City 


Standby Leave 
Standby Leave 


Westminster Bridge 
Cheshire IV 
Lancashire IV 
Ocean Bridge 
English Bridge 
Canadian Bridge 
Standby Leave 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Studying 
Studying 
Studying 


Standby Leave 
Standby Leave 
Devonshire II 


Date 
01/04/1971 


27/09/1978 
30/04/1979 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


18/09/1974 
01/03/1975 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


13/10/1977 
15/03/1978 
27/09/1978 


Name 


Billinge D 


Billington S.A 


Bindon P.J 


Bird K.R 


Birkenhead T 


Birkett R 


Rank 


4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 


7th Eng Officer 
6th Eng Officer 


Deck Cadet 


3rd Officer 


2nd Officer 
Ext 2nd Officer 


3rd Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
Chief Officer 
2nd Officer 


C.P.O 


Deck Cadet 


Ship 


Berkshire 
Studying 
Staffordshire IV 
Studying 
Dorsetshire 
Devonshire II 
Standby Leave 


Atlantic Bridge 
Westminster Bridge 


Worcestershire III 
Standby Leave 
Studying 
Herefordshire III 
Hampshire 
Standby Leave 
Lincolnshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Derbyshire IV 


Montreal City 
Standby Leave 
Cheshire IV 
Studying 
Studying 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Devonshire II 


Lincolnshire 


Derbyshire II 
Derbyshire II 
Cheshire III 
Herefordshire II 


Date 


30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


30/06/1969 
25/12/1969 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
01/03/1975 
19/09/1975 
16/02/1976 


13/04/1984 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Birkett R 


Birrell R 


Birrell R.D 


Bishop C.E 


Bishop C.F 


Bishop N.E 


Biswas D.K 


Rank 


Deck Cadet 
Uncert Officer 
Dept1 (Deck) 


3rd Officer 
Dept1 (Deck) 
3rd Officer 


2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 


Chef 


Chef 


Engineer Cadet 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Cadet Act Jnr Eng Off 


Chief Officer 


Pumpman 


Ship 
Herefordshire II 
Shropshire 
Studying 
Standby Leave 
Gloucestershire 
Gloucestershire 
Standby Leave 
Worcestershire III 
Worcestershire III 
Shropshire 
Standby Leave 
Coventry City 
Warwickshire 
Studying 
Wiltshire 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Studying 


Studying 
Studying 
Derbyshire III 
Studying 
Studying 
Pacific Bridge 


Worcestershire III 


Mersey Bridge 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/05/1957 
01/11/1958 
01/09/1959 
01/03/1960 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 


01/04/1971 


25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/04/1971 


10/09/1976 


Name 


Biswas D.K 


Biswas J.B 


Biswas P.B 


Blaase J.W 


Blaasse J 


Blaasse J.W 


Black A.E 


Black H 


Black M 


Rank 
P.O. 


Storekeeper 


Serang (Engine) 


Deck Cadet 


Deck Cadet 


Deck Cadet 

3rd Officer 
Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


Jnr Eng Officer 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


Electrical Officer 


Ship 


Warwickshire 
Warwickshire 


Warwickshire 
Dorsetshire 


Ocean Bridge 
Ocean Bridge 


Derbyshire III 


Lincolnshire 


Derbyshire III 
Studying 
Standby Leave 
Standby Leave 
Studying 
Studying 
Standby Leave 


Canadian Bridge 
Ocean Bridge 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Standby Leave 


Gloucestershire 
Yorkshire III 
Westminster Bridge 
Westminster Bridge 
Oxfordshire 
Standby Leave 


Date 


27/09/1978 
30/04/1979 


26/09/1979 
27/09/1982 


01/03/1975 
19/09/1975 


01/10/1972 


07/10/1973 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


10/09/1976 
23/02/1977 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 


Name 


Black M 


Blacker K.G 


Blackhurst D 


Blackler K.G 


Blacklock M.J 


Blacklock M.T 


Blair G 


Blakeley R 


Blakely W.A 


Rank 
Dept3 (Electrical) 


Ext 2nd Officer 
Dept1 (Deck) 
2nd Officer 
Chief Officer 


Purser 


2nd Officer 
Captain 


Uncert 3rd Officer 
3rd Officer 


3rd Officer 


2nd Elect Officer 
Dept3 (Electrical) 


Carpenter 


Carpenter 


Ship 


Standby Leave 


Cheshire IV 
Standby Leave 
Australian Bridge 
Herefordshire III 
Lancashire IV 
Berkshire 
Mersey Bridge 


Standby Leave 
Dart Atlantic 
Herefordshire III 
Standby Leave 
Devonshire II 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


Lancashire IV 
Studying 


Lancashire IV 
Standby Leave 


Lincolnshire 


SS Leicestershire 
Standby Leave 


Staffordshire II 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Date 


07/10/1973 


01/10/1972 
07/10/1973 
19/02/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/04/1973 
18/09/1974 


01/03/1975 
19/09/1975 


16/02/1976 


14/10/1964 
10/05/1965 


01/11/1958 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


Name 


Blakely W.A 


Blaxland M 


Blaxland W 


Blaze R 


Rank 


Carpenter 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Engineer Cadet 


Carpenter 


Ship 

Yorkshire III 
Yorkshire III 
Worcestershire III 
Shropshire 
Worcestershire III 
Worcestershire III 
Worcestershire III 
Lancashire IV 
Lancashire IV 
Toronto City 
Shropshire 
Warwickshire 
Coventry City 


Studying 
Gloucestershire 
Lancashire IV 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Wiltshire 
Cheshire IV 
Studying 
Cheshire IV 
Oxfordshire 
Cheshire IV 
Lincolnshire 
Lincolnshire 
Studying 

Dart America 
Dart America 
Standby Leave 


Derbyshire III 


Atlantic Bridge 
Lancashire IV 
Lancashire IV 
Lancashire IV 


Date 


14/10/1964 
10/05/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 


01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


20/05/1967 


01/12/1968 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Blaze R.R 


Bleasby S.C 


Bleasdale T.P 


Blease T.V 


Blow P 


Blower J 


Blower J..R 


Blower J.W 


Rank 


Carpenter 


Deck Cadet 


Electrical Officer 
Dept3 (Electrical) 


Carpenter 


P.O. 
Carpenter 
P.O. 


Electrical Officer 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 


Ship 


Derbyshire III 


Studying 
Standby Leave 
Hampshire 
Studying 
Warwickshire 
Berkshire 
Studying 
Studying 


Pacific Bridge 
Standby Leave 


Shropshire 

Pacific Bridge 
Westminster Bridge 
Atlantic Bridge 
Westminster Bridge 
Pacific Bridge 
Australian Bridge 
Ocean Bridge 
Atlantic Bridge 
Liverpool Bridge 
Mersey Bridge 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 


Herefordshire III 


SS Warwickshire 
Cheshire III 


Standby Leave 


Standby Leave 


Date 


22/06/1968 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


22/06/1968 
01/12/1968 


22/06/1968 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
01/03/1975 
19/09/1975 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


26/09/1979 


01/03/1964 
10/05/1965 


25/12/1969 


14/10/1964 


Name 


Blower J.W 


Blunt K 


Boardman W.K 


Boden M.V 


Bodman K.A 


Bodman K.P 


Bolam B 


Bolton C.R 


Bolton D.G 


Rank 


4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Deck Cadet 


Dept1 (Deck) 


Cook 


Assistant Purser 


3rd Officer 
1st Officer 


3rd Officer 


3rd Eng Officer 


Radio Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


Ship 

Cheshire III 
Standby Leave 
Derbyshire III 
Herefordshire III 
Toronto City 
Yorkshire III 
Standby Leave 
Shropshire 
Standby Leave 
Shropshire 
Warwickshire 


Staffordshire III 
Staffordshire III 
Standby Leave 


Devonshire II 


SS Oxfordshire 
Devonshire | 


Yorkshire III 
Studying 


Yorkshire III 


Standby Leave 
Standby Leave 


Lancashire IV 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 


Date 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/10/1966 
20/05/1967 
21/11/1967 


26/03/1980 


01/09/1959 
01/03/1960 


25/12/1969 
01/04/1971 


01/07/1970 


13/10/1977 
15/03/1978 


21/11/1967 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Bolton K.P 


Bolton R.J 


Boltonheaton C.L 


Bolton-Heaton C.L 


Bond G.R 


Bond K.R 


Bond R 


Bond W 


Bones M.T 


Rank 
Deck Cadet 


Cook 


Radio Officer 


Trainee Radio Officer 


Radio Officer 


Purser 


Purser 


Storekeeper 


P.O: 


Dept3 (Electrical) 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 


Ship 

Studying 
Standby Leave 
Standby Leave 
Studying 


Wiltshire 


Lincolnshire 
Standby Leave 
Standby Leave 


Hampshire 
Standby Leave 
Lincolnshire 
Standby Leave 
Cheshire IV 


Coventry City 
Coventry City 


Worcestershire III 


Hampshire 
Lincolnshire 
Hampshire 
Devonshire II 
Derbyshire III 
Lincolnshire 
Derbyshire III 
Standby Leave 


Standby Leave 


Studying 
Studying 
Herefordshire III 
Derbyshire III 
Studying 


Date 


26/03/1980 
21/10/1981 
06/04/1982 
27/09/1982 


06/04/1982 


27/09/1982 
21/10/1983 
13/04/1984 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 


01/07/1970 
01/04/1971 


01/04/1973 


18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 


01/03/1960 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 


Name 


Rank 


Bones M.T 


Bonner J.M 


Bonner J.MC.E 


Bonsor H 


Bonsor H.A 


Booth A.J 


Boothman M.M 


Boreham J.C.P 


Boreham J.C.T 


Bose A.K 


Bose S.C 


Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


2nd Officer 
Dept1 (Deck) 


3rd Officer 


Deck Cadet 
Jnr 3rd Officer 


Dept1 (Deck) 
Jnr 3rd Officer 


3rd Officer 


7th Eng Officer 


Deck Cadet 


Deck Cadet 


P.O. 


P.0. 


Ship 

Studying 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Yorkshire III 
Standby Leave 


Lancashire III 
Lancashire III 


Staffordshire II 
SS Leicestershire 


Studying 
SS Leicestershire 


Lincolnshire 
Standby Leave 


Gloucestershire 


Staffordshire Ill 
Staffordshire II 


Cheshire III 


Herefordshire III 


Dorsetshire 


Date 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


20/05/1967 
21/11/1967 


01/05/1966 
01/10/1966 


01/06/1956 
01/05/1957 


01/11/1956 
01/11/1957 


19/09/1975 
16/02/1976 


01/10/1966 


14/10/1964 
10/05/1965 


15/11/1965 


30/04/1979 


27/09/1978 


Name 


Bose S.K 


Boughton R 


Boulter A 


Boulter A.K 


Boulter K 


Bousefield D 


Bousfield D 


Bovill J.M 


Bow B 


Rank 


Serang (Deck) 


Electrical Officer 


Electrical Officer 


Dept3 (Electrical) 
2nd Elect Officer 


2nd Elect Officer 


Deck Cadet 


3rd Officer 


3rd Officer 


Electrical Officer 


Storekeeper 


Ship 
Derbyshire III 


Derbyshire III 
Worcestershire III 


Wiltshire 
Cambridgeshire 
Standby Leave 
Wiltshire 
Standby Leave 
Lincolnshire 


Derbyshire II 


Standby Leave 
Derbyshire II 


Derbyshire II 


Cheshire IV 
Lincolnshire 
Australian Bridge 
Cambridgeshire 
Standby Leave 
Standby Leave 
Cheshire IV 


Lincolnshire 


Standby Leave 
Berkshire 
Cambridgeshire 
Standby Leave 
Herefordshire III 
Cheshire IV 


SS Warwickshire 
Worcestershire II 
Devonshire | 


Date 


01/08/1971 
29/04/1972 
18/09/1974 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/09/1959 


01/11/1957 
01/11/1958 


01/05/1958 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
18/09/1980 


26/03/1980 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/05/1957 
01/11/1957 
01/05/1958 


Name 


Bow B 


Bowden D.H 


Bowden D.M 


Bowden R 


Bowden R.B 


Bowdler W.A 


Bowen D.H 


Bowen R.B 


Bower G.J 


Bowers K.P.G 


Rank 


Storekeeper 


5th Eng Officer 


Electrical Officer 


Trainee Elect Officer 


4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


5th Eng Officer 
3rd Eng Officer 


Surgeon 


8th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


3rd Officer 


3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 


Ship 

SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 


Atlantic Bridge 


Yorkshire IV 
Standby Leave 


Coventry City 
Coventry City 


Standby Leave 
Standby Leave 
Derbyshire III 
Warwickshire 
Warwickshire 


SS Leicestershire 


Worcestershire II 
Standby Leave 
Derbyshire II 
Standby Leave 


Atlantic Bridge 


Yorkshire III 


Warwickshire 
Berkshire 
Standby Leave 
Worcestershire III 
Berkshire 
Studying 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


22/06/1968 


30/04/1979 
26/09/1979 


01/12/1968 
30/06/1969 


01/10/1966 
20/05/1967 
21/11/1967 
25/12/1969 
01/07/1970 


01/06/1956 


18/04/1961 
14/10/1961 
01/05/1962 
01/12/1968 


22/06/1968 


22/06/1968 


25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


Name 


Bowers K.P.G 


Bowkunowiz M 


Bowman E 


Bowman E.G.R 


Bowyer P 


Bowyers K 


Box D.G 


Boyd A.R 


Rank 
Chief Officer 


Jnr Eng Officer 


Storekeeper 


Dept5 (Victualling) 
Storekeeper 


Dept5 (Victualling) 
Storekeeper 


Dept5 (Victualling) 
Storekeeper 


2nd Steward 


2nd Steward 


Dept2 (Engine) 


2nd Officer 


Deck Cadet 


3rd Officer 


6th Eng Officer 


Ship 
Lancashire IV 


Cheshire IV 
Herefordshire III 


Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
SS Leicestershire 
Worcestershire II 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Derbyshire II 
Derbyshire II 
Gloucestershire 
Gloucestershire 


Gloucestershire 


Standby Leave 


Atlantic Bridge 


Australian Bridge 
Liverpool Bridge 
Studying 
Lincolnshire 
Standby Leave 
Herefordshire III 
Lincolnshire 


Staffordshire Ill 


Date 


07/10/1973 
18/09/1974 
01/03/1975 


19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 


01/03/1964 


20/05/1967 


01/07/1970 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 


01/03/1964 


Name 


Boyle P 


Boyle T 


Braddock A.N.L 


Bradfield Dr W.H 


Bradfield W.H 


Brading T 


Rank 


Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Captain 

Dept1 (Deck) 
Captain 


7th Eng Officer 


Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


Surgeon 


Surgeon 


Deck Cadet 


Ship 

Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
English Bridge 
Standby Leave 
English Bridge 
English Bridge 
English Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Ocean Bridge 
Stirling Bridge 
Dorsetshire 
Standby Leave 
Dorsetshire 
Derbyshire IV 
Standby Leave 
Yorkshire IV 
Cambridgeshire 
Cambridgeshire 
Standby Leave 
Standby Leave 


Herefordshire II 


Standby Leave 
Worcestershire III 
Studying 

Pacific Bridge 


SS Leicestershire 
SS Leicestershire 


SS Leicestershire 


Warwickshire 


Date 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/03/1964 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


01/03/1963 
14/10/1964 


01/03/1964 


16/02/1976 


Name 


Brading T.M 


Bradley A.R 


Bradshaw E.J 


Bradshaw J.A 


Brady J 


Braid C 


Brain J.A 


Rank 


Deck Cadet 


Dept2 (Engine) 
Engineer Cadet 


Deck Cadet 


2nd Elect Officer 


7th Eng Officer 


Snr 3rd Officer 
2nd Officer 
Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 


Purser 
Dept5 (Victualling) 
Purser 


Ship 


Studying 
Lincolnshire 


Studying 
Studying 
Studying 
Studying 
Worcestershire III 


Shropshire 


Worcestershire II 
Worcestershire II 


Gloucestershire 


Derbyshire II 
Devonshire | 
Devonshire | 
Derbyshire II 
Derbyshire II 
Studying 
Studying 
Studying 
Studying 


Dart Atlantic 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 
Standby Leave 
Dart Atlantic 
Dart America 
Dart America 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 


Date 


19/09/1975 
10/09/1976 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


25/12/1969 


01/03/1960 
01/10/1960 


15/11/1965 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Brain J.A 


Brain V 


Brammall H.W 


Brand E.D 


Brassington G.J 


Brayley R.G 


Brearley A.J 


Brearley C 


Rank 


Purser 


Purser 


Captain 


Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 


7th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Cook 


3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


2nd Eng Officer 


Ship 


Standby Leave 


Dart America 


Herefordshire II 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 

Standby Leave 


Yorkshire III 
Lancashire IV 
Herefordshire III 
Lancashire IV 
Herefordshire III 
Lancashire III 
Lancashire III 
Worcestershire III 
Worcestershire III 
Standby Leave 
Wiltshire 


Wiltshire 
Wiltshire 


SS Warwickshire 
Standby Leave 
Herefordshire II 


Herefordshire II 


Date 
18/09/1980 


29/04/1972 


01/11/1956 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/08/1971 
29/04/1972 


01/06/1956 
01/11/1956 
01/11/1957 


01/05/1957 


Name 


Bredow J.H 


Breen J 


Breivik P.R 


Brennan F 


Brennan J 


Rank 


Deck Cadet 


Dept1 (Deck) 
Uncert Officer 
Dept1 (Deck) 


5th Eng Officer 
4th Eng Officer 


Radio Officer 


7th Eng Officer 
6th Eng Officer 


Electrical Officer 


Ship 


Gloucestershire 
Gloucestershire 
Derbyshire III 
Lancashire IV 
Standby Leave 


Worcestershire III 


Studying 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Wiltshire 
Ocean Bridge 
Lancashire IV 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Stirling Bridge 
Wiltshire 
Berkshire 
Warwickshire 
Cheshire IV 
Herefordshire III 
Standby Leave 
Cambridgeshire 
Standby Leave 
Berkshire 
Staffordshire IV 
Standby Leave 


Gloucestershire 
Gloucestershire 


Gloucestershire 
Gloucestershire 


Date 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


20/05/1967 
21/11/1967 


14/10/1964 
10/05/1965 


Name 


Brennan J.F 


Brennan S 


Bridgeman P.A 


Briggs J 


Bristol G.G 


Bristow K.R 


Britton M.A 


Rank 


Electrical Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


2nd Officer 


Chief Officer 
Ext 2nd Officer 


Surgeon 


9th Eng Officer 
7th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Assistant Purser 


Purser 


Jnr Eng Officer 


5th Eng Officer 
Ext 5th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Ship 


Gloucestershire 


Studying 
Studying 
Cheshire IV 
Derbyshire III 


English Bridge 
Standby Leave 
Herefordshire III 
Studying 

Dart America 


Derbyshire II 


Herefordshire II 
Herefordshire III 
Herefordshire II 
Herefordshire III 


Staffordshire III 
Gloucestershire 
Gloucestershire 
Derbyshire III 
Montreal City 
Wiltshire 


Standby Leave 
Standby Leave 
English Bridge 
Atlantic Bridge 
Ocean Bridge 
Warwickshire 
Herefordshire III 
Oxfordshire 
Warwickshire 
Northamptonshire 
Dorsetshire 
Cheshire IV 


Date 


01/03/1964 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/09/1959 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Britton R.M 


Broadwith A.C 


Broadwith A.G 


Broardworth A.C 


Broardworth A.G 


Brocklesby M.S 


Brogan B 


Brogan C 


Rank 


2nd Steward 


Snr 3rd Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


2nd Officer 


2nd Officer 
Dept1 (Deck) 


3rd Officer 
Ext 3rd Officer 


Chief Officer 
2nd Officer 


Chief Officer 


8th Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
Dept2 (Engine) 


Ship 


Devonshire II 


SS Leicestershire 


Standby Leave 
Shropshire 
Standby Leave 


SS Leicestershire 
SS Leicestershire 


Herefordshire II 
Standby Leave 


Yorkshire IV 
Standby Leave 
English Bridge 
Studying 
Warwickshire 
Wiltshire 
Derbyshire III 
Cambridgeshire 
Berkshire 
Berkshire 
Lancashire IV 
Cambridgeshire 
Studying 
Standby Leave 
Hampshire 
Standby Leave 


Worcestershire II 


Standby Leave 
SS Leicestershire 
Standby Leave 


Date 


22/04/1983 


01/11/1958 


18/04/1961 
14/10/1961 
01/05/1962 


01/09/1959 
01/03/1960 


01/10/1960 
01/05/1962 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1958 


01/05/1957 
01/11/1958 
01/03/1960 


Name 


Brogan F.C 


Bromley J 


Brook M.A 


Brook R 


Brooke A.J 


Brookes A 


Brookes J.W 


Brooks A.J 


Brooks F.C 


Brooks M.A 


Rank 


9th Eng Officer 
6th Eng Officer 
5th Eng Officer 


9th Eng Officer 
7th Eng Officer 


3rd Eng Officer 


Deck Cadet 


2nd Elect Officer 
Electrical Officer 


Deck Cadet 


Trainee Radio Officer 


Radio Officer 


Electrical Officer 


Captain 


5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


Ship 
Worcestershire II 


SS Leicestershire 
SS Oxfordshire 


Staffordshire II 
Staffordshire II 
Worcestershire II 


Derbyshire III 


Standby Leave 


Arya Bod 
Standby Leave 


Yorkshire III 


Standby Leave 
Berkshire 
Standby Leave 


Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 


Yorkshire III 
Standby Leave 
Derbyshire III 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 


Date 


01/11/1957 
01/09/1959 
01/10/1960 


01/11/1957 
01/05/1958 
01/11/1958 


01/12/1968 


15/03/1978 


07/10/1973 
18/09/1974 


21/11/1967 


27/09/1978 
30/04/1979 
26/09/1979 


19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


Brooks M.A 


Brooks N.R 


Brotherston C.W 


Brough R.W 


Brough R.W.A 


Brown A 


Brown B 


Brown D.G 


Rank 


3rd Eng Officer 
Dept2 (Engine) 


Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Elect Officer 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


3rd Officer 


3rd Officer 
Ext 3rd Officer 
Chief Officer 
2nd Officer 


Chief Officer 


Ext Chief Officer 
Chief Officer 


Radio Officer 


Chief Eng Officer 


Deck Cadet 
3rd Officer 


Ship 


Standby Leave 
Standby Leave 


Dart America 
Standby Leave 


Herefordshire III 
Herefordshire III 
Herefordshire III 
Standby Leave 
Shropshire 
Standby Leave 
Toronto City 
Standby Leave 


Standby Leave 


Canadian Bridge 
Australian Bridge 
Studying 

Stirling Bridge 
Lancashire IV 
Lancashire IV 
Staffordshire IV 
Cheshire IV 
Cambridgeshire 
Cambridgeshire 
Wiltshire 
Devonshire II 
Staffordshire IV 
Standby Leave 


Shropshire 


Cheshire III 
Cheshire III 


Studying 
Standby Leave 


Date 


01/04/1971 
01/08/1971 


01/10/1972 
01/04/1973 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


10/09/1976 


16/02/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


20/05/1967 


20/05/1967 
21/11/1967 


16/02/1976 
18/09/1980 


Name 


Brown D.M 


Brown F 


Brown F.A 


Brown G 


Rank 


3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


2nd Officer 


Chief Officer 


2nd Elect Officer 
C.P.O 


Electrical Officer 


Trainee Elect Officer 
Electrical Officer 


Ship 


Pacific Bridge 
Pacific Bridge 
Atlantic Bridge 
Toronto City 
Studying 
Studying 
Standby Leave 
Studying 
Westminster Bridge 
Atlantic Bridge 
Pacific Bridge 
Atlantic Bridge 
Standby Leave 
Worcestershire III 
Worcestershire III 
Standby Leave 
Dart Atlantic 
Herefordshire III 
Mersey Bridge 


Cheshire IV 
Devonshire II 


Lincolnshire 
English Bridge 
Arya Bod 
Standby Leave 


Lincolnshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Lincolnshire 
Atlantic Bridge 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/04/1971 
21/10/1983 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Brown G 


Brown J 


Brown J.A 


Brown J.K 


Brown L.G 


Rank 


Electrical Officer 


Bosun 


Ext 3rd Officer 
3rd Officer 


Carpenter 
Electrical Officer 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ship 


Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Dorsetshire 


Dart Atlantic 


Gloucestershire 
Toronto City 
Atlantic Bridge 


Atlantic Bridge 
Atlantic Bridge 
Standby Leave 
Dart Atlantic 
Dart America 
Dart America 
Canadian Bridge 
Dart Atlantic 


Yorkshire III 
Standby Leave 
Warwickshire 
Warwickshire 
Standby Leave 
Toronto City 
Lancashire IV 
Lancashire IV 
Pacific Bridge 
Standby Leave 
Standby Leave 
Worcestershire III 
Berkshire 
Lancashire IV 
Berkshire 
Berkshire 
Standby Leave 
Herefordshire III 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


23/02/1977 


22/06/1968 
01/12/1968 
30/06/1969 


01/03/1975 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 
13/10/1977 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Brown L.G 


Brown M.D 


Brown P 


Brown P.A 


Brown P.E 


Brown P.G 


Brown R.D 


Brown R.M 


Rank 
Chief Eng Officer 


8th Eng Officer 


Jnr Eng Officer 


Chief Officer 


Engineer Cadet 


5th Eng Officer 


2nd Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept2 (Engine) 


Ship 
Standby Leave 


Standby Leave 
Lancashire IV 


Derbyshire II 


English Bridge 
Laid Up 


Dart America 
Dart America 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 


Studying 


SS Warwickshire 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Shropshire 
Shropshire 
Shropshire 


Standby Leave 


Date 


23/02/1977 
13/10/1977 
15/03/1978 


01/05/1962 


23/02/1977 
15/03/1978 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


25/12/1969 


01/03/1964 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


01/10/1972 


Name 


Brown S.J 


Brown T 


Brown T,V 


Brown T.V 


Brown W 


Brown W.J 


Brown W.T 


Browne D.G 


Rank 
Deck Cadet 


2nd Eng Officer 
Carpenter 
C.P.O 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Deck Cadet 


3rd Officer 


Ship 

Studying 
Oxfordshire 
Studying 
Herefordshire III 
Devonshire II 
Lancashire IV 


Derbyshire II 
Gloucestershire 
Lincolnshire 


Studying 
Derbyshire II 
Standby Leave 
Studying 
Standby Leave 


Derbyshire II 
Herefordshire II 
Derbyshire II 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Ocean Bridge 
Lancashire IV 
Studying 


Gloucestershire 


Standby Leave 


Canadian Bridge 
Berkshire 
Standby Leave 
Hampshire 
Cambridgeshire 


Date 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 


18/04/1961 
01/05/1966 
01/03/1975 


01/11/1956 
01/11/1957 
01/05/1958 
01/10/1960 
01/05/1962 


01/05/1957 
01/11/1958 
01/03/1960 
14/10/1961 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/04/1971 


01/05/1966 


19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


Name 


Browne D.G 


Browning A.A 


Brownlee K 


Brownlee R 


Bruce D.A 


Rank 
3rd Officer 


2nd Officer 


Chief Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 
3rd Officer 
Chief Officer 


2nd Officer 


Carpenter 


Carpenter 


Deck Cadet 


Ship 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Studying 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Trinidad & Tobago 


Derbyshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Gloucestershire 
Worcestershire III 
Studying 
Lincolnshire 
Oxfordshire 
Studying 
Studying 
Studying 
Hampshire 


SS Leicestershire 
SS Leicestershire 
Shropshire 
Devonshire | 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Devonshire | 
Devonshire | 


Shropshire 
Lancashire IV 
Lancashire III 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/11/1958 
01/09/1959 
01/03/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/10/1960 
18/04/1961 


21/11/1967 
22/06/1968 
01/12/1968 


Name 


Brumby G.J 


Brumby G.T 


Bryan D.E 


Bryant N 


Bryce A.A 


Bryden J.M 


Bryn-Jones D 


Bubbear C.H 


Bubbear G.H 


Buck E 


Buck F 


Rank 


Ath Radio Officer 


Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 


2nd Radio Officer 
Radio Officer 


Dept4 (Radio) 


4th Radio Officer 


Storekeeper 


Deck Cadet 


Purser 


9th Eng Officer 


Ext 6th Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 


Storekeeper 


Storekeeper 


Ship 


SS Oxfordshire 
Oxfordshire 
Standby Leave 
Herefordshire II 
Standby Leave 
Standby Leave 
SS Leicestershire 
Shropshire 
Yorkshire III 
Studying 


SS Oxfordshire 


Devonshire II 


Gloucestershire 


Staffordshire IV 
Hampshire 
Standby Leave 


Derbyshire II 


Herefordshire III 


Standby Leave 


Montreal City 


Lincolnshire 


Wiltshire 
Australian Bridge 
Wiltshire 

English Bridge 
Wiltshire 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


01/11/1958 


30/04/1979 


01/07/1970 


22/04/1983 
21/10/1983 
13/04/1984 


14/10/1961 


14/10/1964 


01/10/1972 


29/04/1972 


13/10/1977 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


Name 


Buck F 


Buckeridge G 


Buckeridge G.C 


Buckeridge R.J.K 


Buckley A 


Buckley P 


Buckley W 


Rank 


P.O. 
Storekeeper 
P.O, 


Storekeeper 


Deck Cadet 


2nd Officer 


Dept1 (Deck) 


Dept2 (Engine) 


Deck Cadet 


Dept1 (Deck) 


Electrical Officer 
2nd Officer 
Electrical Officer 


Uncert Officer 
Electrical Officer 
Uncert 3rd Officer 
2nd Officer 


Purser 


Purser 


Ship 

Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Hampshire 
Studying 
Standby Leave 
Standby Leave 


Dart America 


Studying 


Studying 


Standby Leave 


Herefordshire II 
Lancashire IV 
Derbyshire III 
Worcestershire III 
Wiltshire 
Standby Leave 
Studying 
Berkshire 
Studying 
Standby Leave 
Derbyshire III 
Toronto City 
Standby Leave 
Toronto City 
Studying 
Standby Leave 
Derbyshire IV 


Canadian Bridge 
Standby Leave 
Standby Leave 
Devonshire II 


Date 


27/09/1978 
30/04/1979 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 


01/04/1973 


01/10/1972 


10/05/1965 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/10/1972 
01/04/1973 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
19/02/1974 
18/09/1974 
01/03/1975 
18/09/1980 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Buckley W 


Bull R 


Bullah G 


Bullen M.C 


Bunce M.O.B 


Rank 


Purser 


Storekeeper 


Cook 


4th Eng Officer 


3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Radio Officer 


Ship 
Lincolnshire 
Herefordshire III 
Hampshire 
Hampshire 
Standby Leave 
Dart Atlantic 


Lincolnshire 


Derbyshire III 


Standby Leave 
Yorkshire IV 
Wiltshire 
Standby Leave 
Staffordshire IV 
Cambridgeshire 
Standby Leave 
Studying 
Standby Leave 
Warwickshire 
Studying 
Hampshire 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Herefordshire III 
Arya Bod 
Australian Bridge 
Standby Leave 
Standby Leave 
English Bridge 
Cheshire IV 
Cheshire IV 
Hampshire 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


30/04/1979 


25/12/1969 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Bunce M.O.B 


Bunney W 


Burden J 


Burden J.S 


Burford S 


Burford S.S 


Rank 
Radio Officer 


Butcher 


Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 
Ext 4th Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


4th Radio Officer 


3rd Radio Officer 


Ship 

Yorkshire IV 
Devonshire II 
Devonshire II 
Devonshire II 
Devonshire II 
Standby Leave 
Devonshire II 


Derbyshire II 
Derbyshire II 
Derbyshire II 


Pacific Bridge 
Toronto City 
Wiltshire 
Lincolnshire 
Standby Leave 
Australian Bridge 
Studying 

Dart Atlantic 
Devonshire II 


Studying 
Studying 
Studying 
Studying 
Studying 
Warwickshire 
Derbyshire III 
Devonshire II 
Lincolnshire 
Studying 
Hampshire 


SS Oxfordshire 


SS Oxfordshire 
SS Oxfordshire 


Date 


30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/06/1956 
01/11/1956 
01/05/1957 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/10/1960 


18/04/1961 
14/10/1961 


Name 


Burgess G 


Burgess G.R 


Burgess R.W 


Burgon P.D 


Burke C 


Burman G.R 


Rank 


Electrical Officer 


Electrical Officer 


Carpenter 


Engineer Cadet 


4th Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 
4th Eng Officer 
Cargo Engineer 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Serang (Deck) 


Ship 


Ocean Bridge 


Lancashire IV 
Lancashire IV 


Derbyshire II 


Studying 
Studying 
Studying 
Studying 
Berkshire 
Hampshire 


Lancashire IV 
Berkshire 
Studying 
Standby Leave 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Cheshire IV 
Devonshire II 
Studying 
Devonshire II 
Dorsetshire 
Standby Leave 
Standby Leave 
Hampshire 
Cheshire IV 
Devonshire II 
Standby Leave 


Warwickshire 
Warwickshire 


Date 
19/09/1975 


18/09/1974 
01/03/1975 


01/03/1963 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 
29/04/1972 


Name 


Burman K.P 


Burn D.G 


Burnett A.D 


Burns A.S 


Burns D 


Burns J.R 


Burns W 


Burroughs P 


Rank 
C.P.O 


Electrical Officer 


Deck Cadet 


3rd Officer 
2nd Officer 


Chief Officer 
Ext 2nd Officer 
2nd Officer 


Deck Cadet 


2nd Steward 


Dept2 (Engine) 


Bosun 


Deck Cadet 


Ship 


Herefordshire III 
Herefordshire III 


Standby Leave 
Standby Leave 


Standby Leave 
Canadian Bridge 
Studying 
Herefordshire III 
Ocean Bridge 
Standby Leave 
Herefordshire III 
Derbyshire III 
Dorsetshire 
Standby Leave 
Studying 
Yorkshire IV 
Studying 
Studying 
Hampshire 
Staffordshire IV 
Wiltshire 
Standby Leave 
Standby Leave 


Warwickshire 
Shropshire 


Toronto City 
Dart Atlantic 


Standby Leave 


Toronto City 


SS Leicestershire 


Date 


30/04/1979 
26/09/1979 


21/10/1983 
13/04/1984 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


25/12/1969 
01/07/1970 


22/06/1968 
29/04/1972 


01/11/1956 


01/10/1972 


01/03/1960 


Name 


Burroughs P.N 


Burrows C.J 


Burrows C.J.S 


Burslem D.L 


Burton A 


Burton A,E 


Burton A.E.R 


Rank 
Deck Cadet 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 


Radio Officer 


Radio Officer 


Deck Cadet 


3rd Officer 


2nd Officer 


Deck Cadet 


Deck Cadet 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


Snr 3rd Officer 


Ship 

SS Warwickshire 
Staffordshire II 
Standby Leave 
Devonshire | 
Studying 
Studying 


Lincolnshire 


Standby Leave 
English Bridge 
Dart Atlantic 


Standby Leave 
Lancashire IV 
Studying 
Mersey Bridge 
Yorkshire IV 
Studying 
Wiltshire 
Standby Leave 
Standby Leave 
Cambridgeshire 
Derbyshire IV 
Dorsetshire 
Standby Leave 


SS Warwickshire 


Derbyshire II 


SS Warwickshire 
Shropshire 

SS Leicestershire 
Studying 
Standby Leave 
Derbyshire II 
Derbyshire II 


Date 


01/05/1958 
01/11/1958 
01/09/1959 
01/10/1960 
18/04/1961 
14/10/1961 


01/10/1972 


01/04/1973 
07/10/1973 
19/02/1974 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/11/1958 


01/05/1958 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Burton G.A 


Bush P.N 


Butcher D.G 


Butler J 


Butler M.J 


Rank 


Jnr Eng Officer 


4th Eng Officer 


Uncert 3rd Officer 
3rd Officer 


2nd Elect Officer 


3rd Eng Officer 


Dept2 (Engine) 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Ship 

Pacific Bridge 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Worcestershire III 


Devonshire II 
Warwickshire 


SS Warwickshire 
SS Warwickshire 
Staffordshire II 


Cheshire III 
Cheshire III 
Standby Leave 


Standby Leave 
Derbyshire III 
Derbyshire III 
Coventry City 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Wiltshire 
Derbyshire III 
Wiltshire 
Lincolnshire 
Standby Leave 
Coventry City 
Standby Leave 
Dart America 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 


01/03/1975 
19/09/1975 


01/06/1956 
01/11/1956 
01/05/1957 


20/05/1967 
21/11/1967 
22/06/1968 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 


Name 


Butler M.J 


Butler P 


Butterworth A.D 


Butterworth H.H 


Butterworth J.G 


Butterworth J.J 


Rank 


Captain 


Dept2 (Engine) 
9th Eng Officer 
7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 


Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


Dept1 (Deck) 


Chief Officer 


2nd Officer 


Chief Officer 


Dept1 (Deck) 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


Ship 


Standby Leave 


Standby Leave 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Standby Leave 
Herefordshire III 
Cheshire III 
Cheshire III 
Worcestershire III 
Coventry City 
Shropshire 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 


Standby Leave 
Standby Leave 


Derbyshire II 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Derbyshire II 
Standby Leave 
Standby Leave 
SS Leicestershire 
Worcestershire II 
Worcestershire II 
Standby Leave 
Derbyshire II 


Date 
27/09/1978 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/04/1973 


01/11/1956 
01/05/1957 


01/03/1963 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Butterworth J.J 


Butterworth T 


Bux A 


Byaw S.R.O 


Byrne P 


Rank 
Chief Officer 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 


Captain 


Storekeeper 


P.O. 
Storekeeper 


Cook 


Dept2 (Engine) 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ship 
Shropshire 
Standby Leave 
Standby Leave 
Standby Leave 
Coventry City 
Warwickshire 
Standby Leave 
Standby Leave 
Coventry City 
Coventry City 
Standby Leave 
Oxfordshire 
Berkshire 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 


Liverpool Bridge 
Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 
Staffordshire IV 
Standby Leave 


Worcestershire III 
Mersey Bridge 
Lancashire IV 
Lancashire IV 


Standby Leave 


Atlantic Bridge 
Standby Leave 
Warwickshire 
Oxfordshire 
Studying 
Standby Leave 
Berkshire 


Date 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


10/09/1976 
13/10/1977 
21/05/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
10/09/1976 
26/03/1980 
18/09/1980 


18/04/1961 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


Name 


Byrne P 


Byrom M 


Bytheway P.S 


Rank 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Deck Cadet 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 


2nd Officer 


Captain 
2nd Officer 


Chief Officer 


Captain 


Ship 

Standby Leave 
Standby Leave 
Devonshire II 
Studying 
Mersey Bridge 
Devonshire II 
Staffordshire IV 


Herefordshire III 
Hampshire 
Studying 
Devonshire II 
Cheshire IV 
Studying 


Shropshire 
Herefordshire III 
Yorkshire III 
Standby Leave 
Cheshire III 
Cheshire III 
Coventry City 
Studying 
Worcestershire III 
Coventry City 
Studying 
Standby Leave 
Toronto City 
Westminster Bridge 
Pacific Bridge 
Standby Leave 
Studying 
Wiltshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 


Date 


19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


Name 


Bytheway P.S 


Cain J 


Cain P 


Cain P.T 


Caldwell H 


Caley G 


Caliste J 


Callagher T 


Calleja A 


Callon J 


Rank 


Captain 


Carpenter 


2nd Elect Officer 


2nd Elect Officer 
Electrical Officer 


3rd Eng Officer 


5th Eng Officer 


Pumpman 


2nd Eng Officer 


2nd Steward 


2nd Steward 
Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 


Ship 

Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Hampshire 


Shropshire 
Shropshire 


Derbyshire II 
Herefordshire II 
Herefordshire II 


Herefordshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Hampshire 


Standby Leave 


Harold La Borde 


SS Warwickshire 


Westminster Bridge 


Shropshire 
Standby Leave 
Derbyshire III 
Lancashire IV 
Standby Leave 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


14/10/1961 
01/05/1962 


01/06/1956 
01/11/1956 
01/05/1957 


01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 


01/03/1975 


18/09/1974 


13/04/1984 


01/11/1956 


29/04/1972 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Callon J 


Calvert R.B 


Cambell J.C 


Cameron R.J 


Cameron R.K 


Campbell A 


Rank 


Purser 
Dept5 (Victualling) 
Purser 


Jnr 3rd Officer 


Snr 3rd Officer 


Engineer Cadet 


Dept1 (Deck) 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 
Ext 2nd Officer 
Captain 

Dept1 (Deck) 


C.P.O 


Ship 
Staffordshire III 
Standby Leave 
Pacific Bridge 
Ocean Bridge 
Dart America 
Dart Atlantic 
Standby Leave 


Cheshire II 
Cheshire II 
SS Oxfordshire 
SS Oxfordshire 


Studying 
Dorsetshire 
Studying 
Studying 


Standby Leave 


Lancashire IV 
Lancashire IV 
Lancashire IV 
Yorkshire III 
Staffordshire III 
Worcestershire III 
Studying 
Lancashire IV 
Worcestershire III 
Studying 
Wiltshire 
Studying 
Studying 


Hampshire 
Canadian Bridge 
English Bridge 
Derbyshire IV 
Staffordshire IV 
Hampshire 


Date 


01/12/1968 
25/12/1969 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


23/02/1977 
30/04/1979 
30/04/1979 
26/03/1980 


22/06/1968 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
01/10/1972 
01/04/1973 
07/10/1973 


19/09/1975 
16/02/1976 
10/09/1976 
26/03/1980 
21/05/1981 
21/10/1981 


Name 


Campbell A 


Campbell A.G 


Campbell J 


Campbell J.C 


Campbell J.P.M 


Campbell J.R 


Campbell N 


Campbell N.C 


Rank 
C.P.O 


Electrical Officer 


Snr 3rd Officer 
Dept1 (Deck) 
Snr 3rd Officer 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 


7th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 
Ext 12th Eng Officer 
7th Eng Officer 


2nd Elect Officer 
Electrical Officer 


Ship 
Wiltshire 


Staffordshire IV 
Staffordshire IV 


Cambridgeshire 
Cheshire IV 
Wiltshire 
Hampshire 


Derbyshire II 
Standby Leave 
Worcestershire II 


Studying 
Cambridgeshire 
Studying 

Dart Atlantic 


SS Warwickshire 


SS Warwickshire 


Cheshire III 

Standby Leave 
SS Oxfordshire 
SS Oxfordshire 


Australian Bridge 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Northamptonshire 
Dorsetshire 
Warwickshire 


Date 


06/04/1982 
27/09/1982 
21/10/1983 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 


13/10/1977 
27/09/1978 
26/09/1979 
18/09/1980 


14/10/1961 


18/04/1961 


01/03/1960 
01/03/1960 
01/10/1960 
18/04/1961 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Campbell S.A 


Camps G.H 


Cantlwell P.T 


Cantwell P.T 


Capes J.T 


Capper J.E 


Capper P.H 


Rank 
Deck Cadet 


Dept2 (Engine) 
6th Eng Officer 


Deck Cadet 
Dept1 (Deck) 
Engineer Cadet 


Jnr Eng Officer 


Deck Cadet 

Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Writer 
2nd Steward 
Assistant Purser 


Purser 


Dept2 (Engine) 


Engineer Cadet 


Dept1 (Deck) 
Deck Cadet 


Ship 
Standby Leave 


Herefordshire III 
Yorkshire IV 


Standby Leave 
Derbyshire II 


Yorkshire III 
Standby Leave 
Studying 
Pacific Bridge 
Studying 
Ocean Bridge 


Worcestershire III 
Studying 
Oxfordshire 
Studying 


Herefordshire II 
Herefordshire III 
Staffordshire III 
Staffordshire III 
Standby Leave 
Pacific Bridge 
Derbyshire III 


Studying 
Studying 
Studying 
Herefordshire III 
Ocean Bridge 
Studying 
Studying 


Standby Leave 
Worcestershire III 
Worcestershire III 
Studying 


Date 


27/09/1978 
30/04/1979 
26/09/1979 


18/04/1961 
14/10/1961 


21/11/1967 
22/06/1968 
01/04/1971 
01/04/1973 
19/02/1974 
18/09/1974 


01/12/1968 
01/08/1971 
01/10/1972 
07/10/1973 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/04/1971 
01/08/1971 
29/04/1972 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


Name 


Capper P.H 


Cardwell S 


Cargill G.T 


Cargill H 


Cargill H.T 


Carley P 


Carley p.g 


Carling P 


Carling P.R 


Rank 


Deck Cadet 
Uncert 3rd Officer 
Deck Cadet 


Dept2 (Engine) 
4th Eng Officer 


8th Eng Officer 


7th Eng Officer 
6th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 


4th Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


Snr 3rd Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 


Ship 

Ocean Bridge 
Arya Bod 
Studying 
Studying 
Herefordshire III 
Herefordshire III 


Standby Leave 
Worcestershire III 
Worcestershire III 


Derbyshire II 


Derbyshire II 
Derbyshire II 


Standby Leave 
SS Warwickshire 
Devonshire | 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Derbyshire II 


Devonshire | 


Herefordshire II 
Herefordshire II 
Studying 
Studying 
Standby Leave 
Devonshire | 
Studying 
Standby Leave 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


10/05/1965 
15/11/1965 
01/05/1966 


01/05/1958 


01/11/1958 
01/09/1959 


01/11/1957 
01/03/1960 
01/10/1960 


01/06/1956 
01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 


01/11/1957 


01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Carling T 


Carlise H.E 


Carlisle H.E 


Carmichael |.D 


Carmichael P.D 


Carnaffan P 


Rank 


4th Eng Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Ext Chief Officer 
Dept1 (Deck) 
Captain 


Staff Captain 


Captain 


Chief Officer 
Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 


2nd Officer 


9th Eng Officer 
7th Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Ship 


Lancashire IV 
Lancashire III 


Standby Leave 
Atlantic Bridge 
Westminster Bridge 
Standby Leave 
Wiltshire 

Standby Leave 
Westminster Bridge 
Standby Leave 
Australian Bridge 
Ocean Bridge 
Hampshire 
Lincolnshire 
English Bridge 
Yorkshire IV 
Yorkshire IV 
Lincolnshire 


Ocean Bridge 
Standby Leave 
Standby Leave 


Shropshire 
Staffordshire III 
Standby Leave 
Warwickshire 
Berkshire 
Standby Leave 
Studying 
Studying 


SS Oxfordshire 
SS Oxfordshire 


Studying 
Studying 


Date 


22/06/1968 
01/12/1968 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/07/1970 
01/10/1972 
07/10/1973 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


14/10/1961 
01/05/1962 


01/10/1972 
01/04/1973 


Name 


Carney P.N 


Caroline B 


Carr D 


Carrahar S 


Carrington W.J 


Carroll M.1.J 


Carroll M.J 


Carroll T 


Rank 


Jnr Eng Officer 


Ext 5th Eng Officer 


2nd Radio Officer 


3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 


Ext 4th Eng Officer 


2nd Eng Officer 


9th Eng Officer 
8th Eng Officer 
7th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Ext 2nd Officer 
2nd Officer 


Captain 


3rd Eng Officer 


Ship 


Standby Leave 
Standby Leave 
Hampshire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Oxfordshire 
Oxfordshire 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Lincolnshire 
Warwickshire 
Standby Leave 
Standby Leave 
Wiltshire 


Wiltshire 
Wiltshire 
Lincolnshire 
Studying 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Liverpool Bridge 
Cheshire IV 


Studying 


SS Warwickshire 


Date 


01/03/1975 
19/09/1975 
16/02/1976 


18/04/1961 
14/10/1961 
01/05/1962 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


10/09/1976 
23/02/1977 


16/02/1976 


01/11/1958 


Name 


Carroll T.M 


Carroll-D T.M 


Carstairs J.W 


Carter A.P 


Rank 


4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


3rd Elect Officer 
Jnr 2nd Elect Officer 


Snr 2nd Elect Officer 
2nd Elect Officer 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Ext 5th Eng Officer 
Ext 4th Eng Officer 


4th Eng Officer 


Cargo Engineer 


Ship 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
Shropshire 
Standby Leave 
Cheshire III 
Standby Leave 
Derbyshire II 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Standby Leave 
Cheshire III 
Yorkshire III 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
SS Oxfordshire 
Devonshire | 
Devonshire | 
Standby Leave 
Devonshire | 


Hampshire 
Canadian Bridge 
Dart America 
Hampshire 
Silver Bridge 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


10/09/1976 
23/02/1977 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Carter A.P 


Carter E 


Carter H.C 


Carter R.A 


Carter R.E 


Carter R.L 


Case M.H 


Rank 


Cargo Engineer 


Dept4 (Radio) 
3rd Radio Officer 


2nd Radio Officer 


9th Eng Officer 


C.PO 


Electrical Officer 


Dept2 (Engine) 
5th Eng Officer 


Deck Cadet 


Uncert 3rd Officer 
Dept1 (Deck) 


Ship 

Standby Leave 
Hampshire 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Devonshire | 
Devonshire | 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Devonshire | 
Devonshire | 


Lincolnshire 
Staffordshire IV 
Lincolnshire 
Devonshire II 
Lincolnshire 
Standby Leave 
Standby Leave 


Gloucestershire 


Standby Leave 
Derbyshire III 


Shropshire 
Yorkshire III 
Yorkshire III 
Staffordshire III 
Staffordshire III 
Studying 
Studying 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/09/1959 
01/03/1960 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/07/1970 


30/06/1969 
25/12/1969 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Casey B.J 


Casey C 


Cash P.T 


Cattel H.J 


Cattell H.J 


Cave A 


Cave D.A 


Cave J.B 


Rank 


9th Eng Officer 
7th Eng Officer 
5th Eng Officer 
3rd Eng Officer 


Purser 


Engineer Cadet 


Dept1 (Deck) 


Deck Cadet 


8th Eng Officer 


Jnr Eng Officer 
5th Eng Officer 


4th Radio Officer 


Dept4 (Radio) 


Ext 3rd Radio Officer 


Dept4 (Radio) 
2nd Radio Officer 


Radio Officer 


Ship 


Derbyshire II 
Shropshire 
Cheshire III 
Cheshire III 


Wiltshire 

Standby Leave 
Standby Leave 
Standby Leave 


Studying 


Studying 


Worcestershire II 


Devonshire | 


Ocean Bridge 
Atlantic Bridge 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Studying 

SS Oxfordshire 
Standby Leave 
Herefordshire II 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Derbyshire II 
Cheshire III 
Cheshire III 
Cheshire III 


Date 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 


13/10/1977 


01/10/1972 


07/10/1973 


18/04/1961 


01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Cave J.B 


Cave P.W 


Cavers S.A 


Cawley D 


Cawley D.E 


Cawthorne C.J 


Chadwick B 


Chadwick D.H 


Rank 
Radio Officer 


Jnr Eng Officer 


7th Eng Officer 


Dept2 (Engine) 
Ext 4th Eng Officer 
4th Eng Officer 


11th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


2nd Radio Officer 


Dept4 (Radio) 
2nd Radio Officer 
Dept4 (Radio) 


Carpenter 


Purser 


Ship 
Staffordshire II 


Lincolnshire 
Standby Leave 
Standby Leave 


SS Warwickshire 


Standby Leave 
Shropshire 
Cheshire III 


SS Oxfordshire 
Standby Leave 
Derbyshire III 
Coventry City 
Shropshire 
Toronto City 
Standby Leave 
Worcestershire III 
Worcestershire III 
Coventry City 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Staffordshire Il 
Standby Leave 


SS Leicestershire 


Cheshire IV 
Hampshire 
Wiltshire 
Lincolnshire 
Lincolnshire 
Derbyshire III 
Standby Leave 


Date 
10/05/1965 


18/09/1974 
01/03/1975 
19/09/1975 


14/10/1961 


14/10/1961 
14/10/1964 
10/05/1965 


01/05/1962 
01/03/1964 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1958 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Chadwick D.H 


Chakraborty 


Chakraborty A.K 


Chakraborty G 


Chakraborty G.C 


Chakraborty M.L 


Chakraborty S 


Chakraborty S.B 


Chakraborty S.K 


Chalker P 


Rank 


Purser 


Serang (Deck) 


Storekeeper 


Serang (Engine) 


C.P.O 


C.P.O 


Serang (Engine) 


Serang (Engine) 


Serang (Engine) 


Serang (Engine) 


Ext 2nd Eng Officer 
Chief Eng Officer 


Ship 
Lincolnshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Staffordshire IV 
Lincolnshire 
Wiltshire 
Staffordshire IV 


Dorsetshire 


Mersey Bridge 
Dorsetshire 
Dorsetshire 


Mersey Bridge 
Mersey Bridge 


Dorsetshire 


Worcestershire III 
Worcestershire III 
Ocean Bridge 
Ocean Bridge 


Worcestershire III 


Herefordshire III 
Worcestershire III 
Cambridgeshire 


Atlantic Bridge 
Atlantic Bridge 


Lincolnshire 
Lancashire IV 
Worcestershire III 
Australian Bridge 


Date 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/03/1978 


10/09/1976 
13/10/1977 
15/03/1978 


23/02/1977 
13/10/1977 


27/09/1978 


25/12/1969 
01/07/1970 
18/09/1974 
13/10/1977 


01/10/1972 


01/03/1975 
16/02/1976 
15/03/1978 


30/06/1969 
25/12/1969 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Chalker P 


Chambers D.A 


Chambers E.T.M 


Chambers K.A 


Chambers P.M 


Chan K.C 


Chan L 


Chand S.K 


Chandra Das R 


Chapman D 


Chapman J.K 


Rank 
Chief Eng Officer 


5th Eng Officer 


Snr 3rd Officer 
Dept1 (Deck) 
2nd Officer 


Electrical Officer 


6th Eng Officer 
Dept2 (Engine) 


Leading Steward 


Cook 


Cook 


Serang (Engine) 


Trainee Elect Officer 


Deck Cadet 


3rd Officer 
Deck Cadet 


Ship 


Standby Leave 
Warwickshire 


Yorkshire III 
Cheshire III 


Derbyshire II 
Standby Leave 
Cheshire III 


Atlantic Bridge 
Pacific Bridge 


Worcestershire III 
Standby Leave 


Cheshire IV 


Berkshire 
Berkshire 


Yorkshire III 
Gloucestershire 


Warwickshire 
Warwickshire 


Ocean Bridge 


English Bridge 
Herefordshire III 
Studying 
Oxfordshire 
Standby Leave 
Standby Leave 
Studying 
Lancashire IV 


Date 


23/02/1977 
13/10/1977 


10/05/1965 
15/11/1965 


01/11/1958 
01/09/1959 
01/03/1960 


01/07/1970 
01/04/1971 


20/05/1967 
21/11/1967 


21/10/1983 


22/04/1983 
21/10/1983 


25/12/1969 
01/07/1970 


30/06/1969 
25/12/1969 


18/09/1974 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Chapman J.K 


Chapman K 


Chard T.F 


Charlton J.R 


Charlton T 


Chatterjee C.R 


Chatterjee S.N 


Rank 
Deck Cadet 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


5th Eng Officer 


6th Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Cook 


Serang (Engine) 


Ship 


Studying 


Ocean Bridge 
Warwickshire 
Standby Leave 
Standby Leave 
Ocean Bridge 


Herefordshire III 


Staffordshire II 


Studying 
Studying 
Studying 
Studying 
Worcestershire III 
Australian Bridge 
Studying 
Hampshire 
Dorsetshire 
Devonshire II 
Standby Leave 
Wiltshire 
Hampshire 
Berkshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Lincolnshire 


Warwickshire 
Warwickshire 


Warwickshire 
Lancashire IV 


Date 


26/03/1980 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


14/10/1964 


01/11/1957 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


27/09/1978 
30/04/1979 


01/04/1971 
18/09/1974 


Name 


Chatterjee S.N 


Chau C.K 


Chau C.P 


Chau K.K 


Chau Y.W 


Chedd D.M 


Chedotal F.J 


Cheetham J 


Rank 


Serang (Engine) 


C.P.O 


Leading Steward 


Pumpman 


Carpenter 


Deck Cadet 


Electrical Officer 


Senior Elect Officer 
Electrical Officer 


C.P.O 


Ship 


Lancashire IV 


Berkshire 
Berkshire 


Yorkshire IV 


Yorkshire IV 


Oxfordshire 


Studying 
Studying 
Standby Leave 
Studying 
Studying 
Lancashire IV 


Wiltshire 
Oxfordshire 
Wiltshire 
Standby Leave 
English Bridge 
Australian Bridge 
Hampshire 
Standby Leave 
Standby Leave 
English Bridge 
Hampshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Devonshire II 
Wiltshire 
Standby Leave 
Standby Leave 
Derbyshire IV 


Hampshire 


Date 
01/03/1975 


21/05/1981 
21/10/1981 


13/10/1977 


13/10/1977 


15/03/1978 


26/09/1979 
26/03/1980 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


21/05/1981 


Name 


Cheong L.T 


Chessall G.W 


Cheung L 


Chi Y.K 


Childs N.P 


Chit Shain P 


Chivers A 


Chivers J 


Chmiel F.A 


Chong P 


Chowdhury R.K 


Chree W 


Christie J 


Rank 


Pumpman 


Leading Steward 


G.P.Mechanic 


C.P.O 


Captain 


Deck Cadet 


Carpenter 


Carpenter 


2nd Officer 


Purser 


Serang (Engine) 


5th Eng Officer 


Engineer Cadet 


Ship 


Yorkshire IV 


Standby Leave 


Oxfordshire 


Berkshire 
Cheshire IV 
Oxfordshire 


Dart Atlantic 
Standby Leave 


Gloucestershire 


Coventry City 
Coventry City 
Coventry City 
Coventry City 


Coventry City 


English Bridge 


Standby Leave 
Devonshire II 


Shropshire 
Gloucestershire 
Atlantic Bridge 


Standby Leave 
Standby Leave 


Standby Leave 


Date 


16/02/1976 


26/03/1980 


01/10/1972 


01/10/1972 
19/09/1975 
15/03/1978 


01/10/1972 
01/04/1973 


14/10/1964 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


30/06/1969 


10/09/1976 


18/09/1974 
01/03/1975 


30/06/1969 
25/12/1969 
29/04/1972 


18/09/1974 
01/03/1975 


01/04/1971 


Name 


Christie J 


Christie J.J 


Christie S.M 


Christmas P 


Christmas P.R 


Christopherson P 


Rank 

Dept2 (Engine) 
Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 
Uncert 3rd Officer 
Chief Officer 

3rd Officer 


2nd Officer 


Ship 

Studying 
Shropshire 
Standby Leave 
Ocean Bridge 
Standby Leave 
Standby Leave 
English Bridge 
English Bridge 
Studying 


Studying 
Studying 
Studying 


Standby Leave 
Standby Leave 


Shropshire 
Standby Leave 
Worcestershire III 
Berkshire 


Standby Leave 


Worcestershire III 
Studying 
Toronto City 
Cheshire IV 
Cheshire IV 
Studying 
Standby Leave 
Studying 
Berkshire 
Lancashire IV 
Mersey Bridge 
English Bridge 
Stirling Bridge 
Cambridgeshire 
Standby Leave 
Standby Leave 


Date 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/12/1968 
30/06/1969 
25/12/1969 


01/08/1971 
01/10/1972 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


01/07/1970 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Christopherson P 


Chuen K.H 


Chuen T.S 


Chui C 


Chun C.Y 


Chung C.H 


Cieslik N.P 


Clare M.S 


Clark C.N 


Rank 
Captain 
2nd Officer 
C.P.O 
Leading Steward 


Carpenter 


P.O. 


Cook 


Deck Cadet 


3rd Officer 


Dept1 (Deck) 


Dept1 (Deck) 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


2nd Officer 


Ship 


Studying 
Cambridgeshire 


Berkshire 


Berkshire 


Cheshire IV 


Northamptonshire 
Northamptonshire 


Oxfordshire 
Yorkshire IV 


Studying 
Warwickshire 
Standby Leave 
Hampshire 
Yorkshire IV 
Studying 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Standby Leave 
Warwickshire 
Derbyshire III 
Berkshire 
Studying 
Studying 
Oxfordshire 
Standby Leave 
Standby Leave 
Canadian Bridge 


Date 


26/03/1980 
18/09/1980 


16/02/1976 


01/10/1972 


13/10/1977 


27/09/1978 
30/04/1979 


01/03/1975 
16/02/1976 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


25/12/1969 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 


Name 


Clark C.N 


Clark D.M 


Clark F.R 


Clark | 


Rank 
2nd Officer 


Ext 2nd Officer 
2nd Officer 


Dept2 (Engine) 


C.P.O 
Carpenter 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


Jnr Chief Eng Officer 
Chief Eng Officer 


Radio Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Northamptonshire 
Dart Atlantic 
Standby Leave 
Berkshire 
Lancashire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Hampshire 


Standby Leave 


Herefordshire III 
Herefordshire III 


Derbyshire III 
Toronto City 
Pacific Bridge 
Wiltshire 
Studying 
Wiltshire 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Hampshire 
Devonshire II 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Hampshire 
Standby Leave 


Date 


15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1964 


10/09/1976 
27/09/1978 


21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Clark | 


Clark J 


Clark J.D 


Clark P.T 


Clarke C 


Rank 
Chief Eng Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Snr 3rd Officer 


3rd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Jnr Eng Officer 


Dept5 (Victualling) 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Devonshire II 


SS Leicestershire 
SS Leicestershire 
Devonshire | 
Derbyshire II 


Herefordshire II 
Standby Leave 
Standby Leave 
Gloucestershire 
Gloucestershire 
Warwickshire 
Standby Leave 
Studying 
Standby Leave 
Gloucestershire 
Standby Leave 
Standby Leave 
Berkshire 
Cheshire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Worcestershire III 
Herefordshire III 
Standby Leave 
Oxfordshire 


Atlantic Bridge 


Standby Leave 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/04/1973 


01/03/1960 


Name 


Clarke C.N 


Clarke G 


Clarke | 


Clarke I.G 


Clarke J 


Clarke J.B 


Clarke J.D 


Clarke N.F.B 


Clarke N.J 


Clarke P.J 


Rank 


Chief Officer 


Electrical Officer 


2nd Eng Officer 


Snr 3rd Officer 


2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


Jnr 3rd Officer 
2nd Eng Officer 


Ath Radio Officer 
Dept4 (Radio) 
3rd Radio Officer 


2nd Eng Officer 


2nd Steward 


Radio Officer 


Dept2 (Engine) 
9th Eng Officer 


Ship 


Studying 


Standby Leave 
Standby Leave 
Standby Leave 


Toronto City 


Staffordshire II 
Staffordshire II 
SS Leicestershire 
Herefordshire II 
Devonshire | 
Staffordshire II 
Standby Leave 
Herefordshire II 
SS Oxfordshire 
Studying 
Studying 


SS Leicestershire 
Coventry City 


Devonshire | 
Standby Leave 
SS Oxfordshire 


Standby Leave 


Herefordshire II 
Staffordshire III 


Wiltshire 


Standby Leave 
SS Oxfordshire 


Date 


23/02/1977 


13/10/1977 
15/03/1978 
27/09/1978 


01/12/1968 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/05/1958 
01/12/1968 


01/09/1959 
01/03/1960 
01/10/1960 


01/04/1973 


01/05/1966 
01/10/1966 


19/09/1975 


01/11/1958 
01/09/1959 


Name 


Clarke P.J 


Clarke T 


Clarkson J 


Clarkson R.J.E 


Claughton N 


Clay B 


Clayton D.F 


Clayton D.R 


Rank 


9th Eng Officer 
8th Eng Officer 


2nd Steward 


10th Eng Officer 
8th Eng Officer 


7th Eng Officer 


2nd Officer 

Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 


Ext Chief Officer 
Captain 
Dept1 (Deck) 


Deck Cadet 


3rd Officer 


11th Eng Officer 


Deck Cadet 


Deck Cadet 
Dept1 (Deck) 


Ship 


Oxfordshire 
SS Oxfordshire 


Toronto City 
Toronto City 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Devonshire | 


Derbyshire III 
Derbyshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Pacific Bridge 
Wiltshire 
Standby Leave 


Standby Leave 
Cheshire IV 
Lancashire IV 
Studying 
Devonshire II 
Lancashire IV 
Studying 
Studying 
Hampshire 


Oxfordshire 


Worcestershire II 


Worcestershire II 
Studying 
Standby Leave 


Date 


01/03/1960 
01/10/1960 


01/12/1968 
30/06/1969 


01/05/1957 
01/11/1957 
01/05/1958 
01/10/1960 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/03/1960 


01/06/1956 


01/11/1956 
01/05/1957 
01/11/1957 


Name 


Clayton D.R 


Rank 
Snr 3rd Officer 


Dept1 (Deck) 


Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 


Chief Officer 


Dept1 (Deck) 


Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Captain 

Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Ship 

SS Leicestershire 
Worcestershire II 
Studying 
Studying 
Herefordshire II 
Herefordshire II 
SS Leicestershire 
Cheshire III 
Studying 
Shropshire 
Herefordshire III 
Cheshire III 
Herefordshire III 
Herefordshire II 
Shropshire 
Yorkshire III 
Standby Leave 
Standby Leave 
Derbyshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Worcestershire III 
Standby Leave 
Shropshire 
Shropshire 
Derbyshire III 
Standby Leave 
Arya Bod 
Worcestershire III 
Standby Leave 
Standby Leave 
Derbyshire III 
Warwickshire 
Standby Leave 
Standby Leave 
Warwickshire 
Cheshire IV 
Warwickshire 
Lancashire IV 
Standby Leave 
Standby Leave 


Date 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Clayton D.R 


Clayton E.L 


Clayton P 


Clifton A.M 


Clixby A.L 


Clixby L.A 


Close S 


Code J.F 


Rank 


Captain 


Deck Cadet 


8th Eng Officer 


Deck Cadet 


3rd Officer 


Dept2 (Engine) 


6th Eng Officer 


P.O, 
Storekeeper 
C.P.O 


Snr 3rd Officer 


2nd Officer 


Dept1 (Deck) 
2nd Officer 


Ship 


Lancashire IV 
Lancashire IV 


Lancashire III 
Lancashire III 
Shropshire 
Shropshire 


Derbyshire II 


Studying 
Standby Leave 
Studying 
Studying 
Cheshire IV 
Lincolnshire 
Hampshire 
Studying 
Wiltshire 
Standby Leave 


Standby Leave 


SS Warwickshire 


Standby Leave 
Hampshire 
Devonshire II 


Cheshire II 

SS Leicestershire 
SS Oxfordshire 
SS Warwickshire 
SS Warwickshire 
Studying 

SS Warwickshire 
Devonshire | 
Devonshire | 

SS Warwickshire 


Date 


21/05/1981 
21/10/1981 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


01/03/1960 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 


01/11/1956 


21/10/1981 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Code J.F 


Cody M.S 


Coen B.J 


Coghlan A.P 


Coghlan Dr B.A 


Cole M.G 


Coleman E.B 


Collins J.R 


Collins M 


Rank 
2nd Officer 


Chief Officer 


Purser 


Radio Officer 


Dept1 (Deck) 
Jnr 3rd Officer 
Dept1 (Deck) 


Surgeon 


Electrical Officer 


Bosun 


C.P.O 


Chief Officer 
Ext Chief Officer 
Dept1 (Deck) 


Carpenter 


Ship 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Staffordshire III 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Devonshire | 
Studying 


SS Warwickshire 


Standby Leave 
Standby Leave 


Wiltshire 
Lincolnshire 
Hampshire 
English Bridge 
English Bridge 


Montreal City 
Lancashire IV 
Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Yorkshire III 
Yorkshire III 


Date 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/04/1973 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/11/1957 
01/05/1958 
01/11/1958 


14/10/1964 


30/04/1979 
26/09/1979 


01/08/1971 
29/04/1972 
18/09/1974 
01/03/1975 
19/09/1975 


01/10/1972 
01/04/1973 
07/10/1973 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Collins M.J 


Collins R 


Collins R.H 


Colman M.W 


Rank 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 

Snr 3rd Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


2nd Eng Officer 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Jnr Eng Officer 


Ship 


SS Warwickshire 
Cheshire II 
Standby Leave 
SS Leicestershire 


Coventry City 


Standby Leave 
Derbyshire III 
Standby Leave 
Coventry City 
Coventry City 
Derbyshire III 
Halifax City 
Halifax City 
Standby Leave 
Cheshire IV 
Oxfordshire 
Derbyshire III 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Berkshire 
Cheshire IV 
Wiltshire 
Dorsetshire 
Dorsetshire 
Dorsetshire 
Dorsetshire 
Standby Leave 


Dart Atlantic 
Dart Atlantic 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


01/12/1968 


30/06/1969 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


26/03/1980 
18/09/1980 


Name 


Coltman L.T 


Coltman L.T.M 


Conde J 


Conde J.P 


Condick R.C 


Condrick R.C 


Conlin W.P 


Rank 


Dept2 (Engine) 


6th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 


10th Eng Officer 


7th Eng Officer 


Jnr Eng Officer 


2nd Eng Officer 


Jnr Eng Officer 


Carpenter 


Ship 


Standby Leave 


Westminster Bridge 
Standby Leave 
Berkshire 
Berkshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Standby Leave 
Yorkshire IV 
Standby Leave 
Derbyshire III 
Yorkshire IV 
Standby Leave 
Derbyshire IV 


Devonshire | 


Devonshire | 


Standby Leave 
Laid Up 

Dart Atlantic 
Derbyshire III 
Staffordshire IV 
Studying 


Standby Leave 


Shropshire 


Date 


01/07/1970 


01/12/1968 
30/06/1969 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


18/04/1961 


14/10/1961 


13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


15/03/1978 


14/10/1964 


Name 


Conn | 


Connell H.P 


Connelly J 


Connochie J.M 


Connolly D 


Connolly P 


Connolly T.D 


Rank 
Radio Officer 


6th Eng Officer 


Jnr Eng Officer 
Dept2 (Engine) 


Troop Officer 


Dept1 (Deck) 


Troop Officer 
Dept1 (Deck) 


Radio Officer 


Radio Officer 


Radio Officer 


Ship 

Pacific Bridge 
Dart America 
Dart Atlantic 
Dart Atlantic 
Wiltshire 
Standby Leave 


Shropshire 


Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire | 
Standby Leave 


Pacific Bridge 
Worcestershire III 
Warwickshire 
Studying 
Oxfordshire 
Berkshire 
Wiltshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Cheshire IV 


Atlantic Bridge 


Lancashire IV 


Date 


19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 


14/10/1964 


01/04/1973 
07/10/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


07/10/1973 
19/02/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


18/09/1974 


18/09/1980 


Name 


Connor W 


Connors T 


Conroy J.P 


Conroy P.J 


Conroy P.S 


Cook A 


Cook J 


Cook J.A 


Cook R.C 


Rank 
Bosun 
C.P.O 


Carpenter 


Surgeon 


Surgeon 


Surgeon 


5th Eng Officer 
Jnr Eng Officer 


7th Eng Officer 
Jnr Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


Purser 


Trainee Radio Officer 


Radio Officer 


Ship 


Toronto City 
Lincolnshire 


Shropshire 
Shropshire 
Shropshire 


SS Oxfordshire 


Cheshire II 
Worcestershire II 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


SS Oxfordshire 


Lincolnshire 
Warwickshire 


Pacific Bridge 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 


Wiltshire 
Standby Leave 


Oxfordshire 
Dorsetshire 
Warwickshire 
Standby Leave 


Date 


29/04/1972 
18/09/1974 


25/12/1969 
01/07/1970 
01/04/1971 


01/05/1958 


01/06/1956 
01/11/1956 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/05/1957 


13/10/1977 
27/09/1978 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


23/02/1977 
13/10/1977 


15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Cook R.C 


Cooke A.J 


Cooke A.O 


Cooke R.C 


Cooke R.F 


Cooney D.S 


Cooper C 


Cooper T 


Rank 
Radio Officer 


Deck Cadet 


2nd Eng Officer 


Trainee Radio Officer 


Deck Cadet 


3rd Officer 


Jnr Eng Officer 


Chief Officer 


Chief Officer 


Dept1 (Deck) 
1st Officer 

Chief Officer 
Dept1 (Deck) 


Captain 


Ship 


Standby Leave 
Dart Atlantic 


Derbyshire III 
Warwickshire 


Derbyshire II 


Warwickshire 


Worcestershire III 
Lincolnshire 
Studying 
Dorsetshire 
Standby Leave 
Lincolnshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Lancashire IV 
Hampshire 


Standby Leave 
Shropshire 
Westminster Bridge 


Worcestershire II 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 
Standby Leave 
Standby Leave 
Yorkshire III 
Yorkshire III 


Date 


26/03/1980 
18/09/1980 


01/04/1971 
01/08/1971 


01/10/1960 


13/10/1977 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/04/1971 
01/08/1971 
29/04/1972 


01/05/1957 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Cooper T 


Copeland R.J.A 


Coppack J.H 


Corbin D 


Corcoran F.M 


Corcoran J.A 


Rank 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Captain 


Chief Officer 


2nd Elect Officer 


2nd Radio Officer 
Radio Officer 


Jnr Eng Officer 


5th Eng Officer 


Deck Cadet 


Dept1 (Deck) 


Deck Cadet 


Ship 

Cheshire III 
Staffordshire III 
Staffordshire III 
Staffordshire II 
Yorkshire III 
Shropshire 
Standby Leave 
Pacific Bridge 
Standby Leave 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Dart Atlantic 
Dart Atlantic 


Shropshire 
Shropshire 


Shropshire 
Worcestershire III 
Standby Leave 
Toronto City 


Derbyshire III 
Lincolnshire 
Australian Bridge 


Worcestershire III 
Worcestershire III 
Yorkshire III 
Derbyshire III 
Standby Leave 
Standby Leave 
Yorkshire III 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


14/10/1961 
01/05/1962 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


19/09/1975 
16/02/1976 
10/09/1976 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


Corcoran J.A 


Corlett J.B 


Corlett R 


Corlett R.B 


Rank 


2nd Officer 
3rd Officer 


Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


2nd Officer 
Chief Officer 


Captain 
Chief Officer 


Captain 


Troop Officer 
Dept1 (Deck) 


Troop Officer 


Dept1 (Deck) 


5th Eng Officer 
4th Eng Officer 


Troop Officer 


Ship 

Studying 
Wiltshire 
Wiltshire 
Standby Leave 
Standby Leave 
Studying 
Lincolnshire 
Wiltshire 
Standby Leave 
Hampshire 
Standby Leave 
Lincolnshire 
Devonshire II 
Studying 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 
Standby Leave 
Standby Leave 


Cheshire II 
Standby Leave 
Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Standby Leave 


Toronto City 
Toronto City 


Cheshire II 


Date 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
18/04/1961 
14/10/1961 


01/04/1971 
01/08/1971 


01/06/1956 


Name 


Corlett R.M 


Corrin C.J 


Corrin J.C 


Corston D.W 


Corston D.W.H 


Cossar F.H 


Costa N.D 


Cottier J.C 


Rank 


Ext 3rd Officer 
3rd Officer 
2nd Officer 


Chief Officer 


Ext Chief Officer 


5th Eng Officer 


5th Eng Officer 


Ath Radio Officer 


4th Radio Officer 


Bosun 


Purser 
Cook 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Ship 


Yorkshire IV 
Dorsetshire 
Oxfordshire 
Northamptonshire 
Cambridgeshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Studying 
Standby Leave 
Standby Leave 
Lincolnshire 


Yorkshire III 


Herefordshire III 


SS Oxfordshire 
SS Oxfordshire 


SS Oxfordshire 


Westminster Bridge 


Cambridgeshire 
Cambridgeshire 


Gloucestershire 
Standby Leave 
Westminster Bridge 
Wiltshire 
Westminster Bridge 
Standby Leave 
Arya Bod 

Arya Bod 

Standby Leave 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/11/1967 


20/05/1967 


18/04/1961 
14/10/1961 


01/05/1962 


01/08/1971 


30/04/1979 
26/09/1979 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


Cotton A 


Cotton A.W 


Cotton R.A 


Coull J 


Coull J.P 


Coull J.W 


Rank 


Dept2 (Engine) 


Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
4th Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


4th Eng Officer 


Cook 


3rd Eng Officer 


6th Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Ship 


Studying 
Studying 
Studying 
Studying 
Studying 
Standby Leave 
Warwickshire 
Warwickshire 
Westminster Bridge 
English Bridge 
Pacific Bridge 
Atlantic Bridge 
Wiltshire 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Hampshire 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Yorkshire IV 


Standby Leave 
Berkshire 


Dart America 


SS Warwickshire 


Shropshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
SS Oxfordshire 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


21/05/1981 
21/10/1981 


10/09/1976 


01/11/1956 


10/05/1965 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
18/04/1961 


Name 


Coull J.W 


Coulson G.A 


Coups E 


Course R.N.R 


Court R.J 


Courtney B.T.E 


Cousins J.H 


Rank 


3rd Eng Officer 
Dept2 (Engine) 


Jnr Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
4th Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
4th Eng Officer 


4th Eng Officer 


Dept1 (Deck) 


Ext Chief Officer 
Chief Officer 


Captain 


3rd Officer 


2nd Steward 


Ship 
SS Oxfordshire 


Standby Leave 
Standby Leave 


Liverpool Bridge 
Yorkshire IV 
Ocean Bridge 
Derbyshire III 
Northamptonshire 
Yorkshire IV 
Studying 
Lincolnshire 
Studying 
Cheshire IV 
Standby Leave 


Shropshire 


Studying 


Wiltshire 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Lincolnshire 
Standby Leave 
Yorkshire IV 


Derbyshire III 
Halifax City 


Herefordshire II 


Date 


14/10/1961 
01/05/1962 
01/03/1963 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


14/10/1964 


01/11/1957 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 
29/04/1972 


01/03/1964 


Name 


Cousins J.H 


Coventry P.H 


Coventry P.H.S 


Cowan A.J 


Cowan G 


Rank 


2nd Steward 
Dept5 (Victualling) 
Dept2 (Engine) 
Purser 

Dept5 (Victualling) 
Purser 

Dept5 (Victualling) 
Purser 

Dept5 (Victualling) 
Purser 


Deck Cadet 
Chief Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Snr 3rd Officer 
Dept1 (Deck) 
Snr 3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


2nd Officer 


Electrical Officer 


2nd Steward 


Ship 
Herefordshire III 
Standby Leave 
Standby Leave 
Worcestershire III 
Standby Leave 
Staffordshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Westminster Bridge 
Gloucestershire 


SS Oxfordshire 
Staffordshire Ill 


Cheshire III 
Cheshire III 
Cheshire III 
Studying 
Herefordshire II 
Studying 
Lancashire IV 
Cheshire III 
Standby Leave 
Gloucestershire 
Pacific Bridge 
Staffordshire III 
Standby Leave 
Studying 
Wiltshire 
Staffordshire III 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 


Derbyshire II 


Date 


14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


18/04/1961 
01/07/1970 


01/03/1960 
01/10/1960 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 


Name 


Cowan G 


Cowan G.G 


Cowan W.C 


Cowell B.R 


Cowen G 


Cowen G.G 


Cowie A.D 


Cowle L 


Rank 
2nd Steward 


Purser 


Ext 3rd Eng Officer 
3rd Eng Officer 


Dept1 (Deck) 


Dept5 (Victualling) 


Purser 


2nd Steward 
Chief Steward 
2nd Steward 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 


Chief Eng Officer 


3rd Eng Officer 


Ship 


Derbyshire II 
Staffordshire Il 


Cheshire III 
Coventry City 


Coventry City 
Ocean Bridge 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 


Derbyshire II 
Herefordshire II 
Worcestershire II 
Shropshire 
Shropshire 
Standby Leave 
Shropshire 
Shropshire 
Cheshire III 
Standby Leave 
Coventry City 
Coventry City 
Coventry City 
Standby Leave 
Coventry City 
Coventry City 
Standby Leave 


Lancashire IV 


Staffordshire II 
Staffordshire II 


Date 


01/11/1956 
01/11/1958 


14/10/1964 
22/06/1968 


07/10/1973 
19/02/1974 


22/06/1968 


01/09/1959 
10/05/1965 
15/11/1965 
29/04/1972 


01/05/1957 
01/11/1957 
01/05/1958 
01/03/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


20/05/1967 


01/11/1957 
01/05/1958 


Name 


Cowley D 


Cowley J.A 


Cowley J.A.R 


Coyne A.E 


Crabtree M.P 


Crabtree T 


Craig C 


Craig C.G 


Rank 


Dept2 (Engine) 


4th Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Purser 


Dept1 (Deck) 
Deck Cadet 


5th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 
11th Eng Officer 
8th Eng Officer 
6th Eng Officer 
5th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ship 


Standby Leave 


Staffordshire Ill 


Studying 
Warwickshire 
Warwickshire 
Westminster Bridge 
Standby Leave 
Shropshire 


Coventry City 


Standby Leave 
Coventry City 


Halifax City 


Staffordshire Ill 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Yorkshire III 

SS Leicestershire 
Staffordshire II 
Shropshire 
Staffordshire III 
Staffordshire III 
Toronto City 
Standby Leave 
Warwickshire 
Warwickshire 
Westminster Bridge 
Toronto City 
Derbyshire III 
Wiltshire 

Toronto City 


Date 


01/03/1963 


20/05/1967 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


01/04/1973 


07/10/1973 
19/02/1974 


29/04/1972 


14/10/1964 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Craig C.G 


Craig D.G 


Craig K 


Craig R 


Crawley G 


Creamer D.J 


Rank 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 


11th Eng Officer 


Cook 


Deck Cadet 


3rd Officer 


Dept1 (Deck) 
3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 
Captain 

Act Chief Officer 
Chief Officer 


Captain 


Ship 

Wiltshire 
Standby Leave 
Coventry City 
Coventry City 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 


Standby Leave 


SS Oxfordshire 


Dart Atlantic 


Shropshire 
Herefordshire III 
Herefordshire II 
Worcestershire III 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Studying 
Wiltshire 
Gloucestershire 
Warwickshire 
Wiltshire 
Lincolnshire 
Standby Leave 
Wiltshire 
Studying 
Wiltshire 
Devonshire II 
Hampshire 
Standby Leave 


Date 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/12/1968 
30/06/1969 


23/02/1977 


01/10/1960 


18/09/1974 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
15/03/1978 


Name 


Creamer D.J 


Creighton G 


Crelin M.V 


Crellin M.V 


Cresswell-Pierce H 


Cretney A 


Cretney A.L 


Rank 


Captain 


Electrical Officer 


Engineer Cadet 


Engineer Cadet 


Surgeon 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 


Coventry City 


Northamptonshire 
Cambridgeshire 


Studying 
Studying 
Studying 


Staffordshire II 


Derbyshire III 
Derbyshire III 
Standby Leave 
Standby Leave 
Berkshire 
Herefordshire III 
Wiltshire 


Studying 
Studying 
Studying 
Studying 
Studying 
Standby Leave 
Standby Leave 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1971 


26/09/1979 
26/03/1980 


13/10/1977 
26/03/1980 
18/09/1980 


01/06/1956 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
30/04/1979 
26/09/1979 
26/03/1980 


25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 


Name 


Cretney A.L 


CrewA 


Crew T 


Crichton W 


Crichton W.H 


Critchley A.S 


Critchley K.S 


Crofts W 


Rank 
4th Eng Officer 


Deck Cadet 


Engineer Cadet 


Surgeon 


Surgeon 


Cook 


Engineer Cadet 


Jnr Eng Officer 


Carpenter 


Ship 
Wiltshire 


Studying 
Warwickshire 
Yorkshire IV 
Standby Leave 
Studying 
Cheshire IV 
Cheshire IV 


Studying 


Devonshire | 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Lincolnshire 
Hampshire 


Studying 
Studying 
Hampshire 
Studying 
Standby Leave 
Studying 
Studying 
Cambridgeshire 
Staffordshire IV 
Lancashire IV 
Cambridgeshire 
Staffordshire IV 
Devonshire II 
Studying 
Yorkshire IV 


Derbyshire II 
Derbyshire II 


Date 
10/09/1976 


13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


26/09/1979 


14/10/1961 


01/05/1962 
01/03/1963 
01/03/1964 


21/10/1983 
13/04/1984 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 


Name 


Crompton B.E 


Cronin A 


Cronin A.L 


Crook W 


Rank 


Jnr 2nd Elect Officer 
Snr 2nd Elect Officer 


Dept5 (Victualling) 


Chief Steward 


Dept5 (Victualling) 
Purser 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


Ext Chief Eng Officer 
Chief Eng Officer 


Ship 


Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 
Standby Leave 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Devonshire | 
Devonshire | 
Shropshire 
Cheshire III 
Cheshire III 
Staffordshire III 
Studying 
Studying 
Shropshire 
Standby Leave 
Standby Leave 
Toronto City 
Standby Leave 
Studying 
Wiltshire 
Warwickshire 
Lincolnshire 
Standby Leave 
Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 


Date 


01/10/1960 
18/04/1961 
14/10/1961 


01/11/1957 
01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Crook W 


Cross A.G 


Cross P 


Cross P.A 


Cross W.M 


Crow S 


Rank 


Chief Eng Officer 


Deck Cadet 


Radio Officer 


Radio Officer 


Deck Cadet 


Dept2 (Engine) 
Engineer Cadet 


Ship 

Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 


Derbyshire II 
Herefordshire II 
Derbyshire II 
Derbyshire II 


Dart America 


Dart America 
Dart America 
Dart America 
Dart America 
Dart Atlantic 
Standby Leave 
Dart America 
Standby Leave 
Standby Leave 
Dart America 


Studying 
Warwickshire 
Berkshire 
Warwickshire 
Cheshire IV 
Yorkshire IV 
Standby Leave 
Devonshire II 


Studying 
Studying 
Studying 
Studying 
Oxfordshire 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Crowe W 


Crozier M 


Cruikshanks R 


Cull B 


Cull B.P 


Rank 


Dept2 (Engine) 
Chief Eng Officer 


Cook 


6th Eng Officer 


Dept3 (Electrical) 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Ship 


Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart America 
Standby Leave 
Dorsetshire 
Standby Leave 
Standby Leave 
Lancashire IV 


Wiltshire 
Studying 
Standby Leave 


Devonshire | 
Devonshire | 


Standby Leave 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Lancashire IV 
Lancashire IV 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 


21/11/1967 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Cull B.P 


Cull P 


Culley J 


Culpin H.R 


Cummings A.J 


Cummins J 


Cummins R.L 


Cunningham A 


Rank 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 


Electrical Officer 


Electrical Officer 


Bosun 


2nd Steward 


Purser 


Engineer Cadet 


4th Eng Officer 
Jnr Eng Officer 


3rd Eng Officer 


Deck Cadet 


3rd Officer 
Deck Cadet 


2nd Elect Officer 


Ship 

Standby Leave 
Cheshire III 
Worcestershire III 
Yorkshire III 
Standby Leave 
Standby Leave 
Derbyshire III 
Coventry City 


Cheshire III 


Coventry City 
Montreal City 


Staffordshire Ill 
Staffordshire Ill 
Gloucestershire 


Studying 
Studying 
Studying 
Studying 
Lancashire IV 
Devonshire II 
Studying 
Studying 
Hampshire 
Staffordshire IV 


Standby Leave 
Cheshire IV 


Standby Leave 
Worcestershire III 
Studying 
Berkshire 
Standby Leave 


Derbyshire II 


Date 


10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 


01/10/1960 


29/04/1972 
01/10/1972 


15/11/1965 
01/05/1966 
01/10/1966 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1975 
19/09/1975 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/05/1962 


Name 


Cunningham D.J 


Cunningham R.L 


Cunningham W 


Cunnison A 


Cunnison A.J 


Rank 


3rd Officer 


2nd Officer 


Engineer Cadet 
P.O, 


Engineer Cadet 


Storekeeper 


P20. 


Storekeeper 


2nd Radio Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Ship 


Standby Leave 
Standby Leave 
Lincolnshire 
Lincolnshire 
Lincolnshire 
Hampshire 
Standby Leave 


Studying 
Studying 
Studying 
Lancashire IV 
Studying 
Studying 


Hampshire 
Hampshire 
English Bridge 
Lincolnshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Lincolnshire 
Hampshire 


Coventry City 


Coventry City 
Standby Leave 
Derbyshire III 
Pacific Bridge 
Toronto City 
Derbyshire III 
Pacific Bridge 
Herefordshire III 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
21/05/1981 
21/10/1981 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


22/06/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


Name 


Cunnison A.J 


Currid J.C 


Currid J.P 


Currie I.S 


Currivan C.A 


Curtis A 


Rank 
Radio Officer 


Dept2 (Engine) 


Dept2 (Engine) 
4th Eng Officer 


Ext 4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ext 3rd Eng Officer 


Leading Steward 


Ship 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 
Herefordshire III 
Derbyshire III 


Standby Leave 


Standby Leave 
Coventry City 
Derbyshire III 
Atlantic Bridge 
Ocean Bridge 
Worcestershire III 
Lancashire IV 
Devonshire II 
Wiltshire 
Warwickshire 
Laid Up 
Derbyshire III 
Standby Leave 
Standby Leave 
Berkshire 


Derbyshire III 
Oxfordshire 
Toronto City 
Standby Leave 
Wiltshire 
Studying 
Standby Leave 
Dart Atlantic 
Dart Atlantic 


Ocean Bridge 


Dart Atlantic 


Date 


01/04/1973 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 


20/05/1967 


21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/04/1973 


26/09/1979 


Name 


Curtis A.R 


Curtis G 


Curtis L.F 


Cuthbertson D.W 


Cuthbertson G 


Cuthbertson G.M 


Daintree A.J 


Dakin A 


Dakin A.R 


Rank 


Leading Steward 


Cook 


Dept2 (Engine) 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Cook 


2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


5th Eng Officer 


Dept2 (Engine) 
12th Eng Officer 
11th Eng Officer 
8th Eng Officer 
4th Eng Officer 


Ship 


Dart Atlantic 


Westminster Bridge 


Standby Leave 
Worcestershire III 
Cheshire IV 
Studying 
Standby Leave 
Standby Leave 
Derbyshire III 
Canadian Bridge 
Lancashire IV 


Standby Leave 
Standby Leave 


Gloucestershire 


Lancashire IV 
Worcestershire III 
Worcestershire III 
Studying 


Studying 
Studying 
Warwickshire 


Derbyshire II 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 


Date 


26/03/1980 


01/07/1970 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


21/05/1981 
21/10/1981 


14/10/1964 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


23/02/1977 
13/10/1977 
27/09/1978 


01/09/1959 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/10/1960 


Name 


Dakin R 


Dalton D 


Dalton J 


Daly J.L.H 


Daly P.D 


Daniels R.J 


Danily A 


Das A.K 


Das A.M 


Das A.N 


Das B.K 


Rank 
5th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 


8th Eng Officer 
5th Eng Officer 


Radio Officer 


Surgeon 


Radio Officer 


G.P:0 


Storekeeper 


Serang (Engine) 


Serang (Deck) 


Serang (Engine) 


Serang (Deck) 
Serang (Engine) 


Serang (Engine) 


Ship 


SS Leicestershire 


Shropshire 
Standby Leave 


Herefordshire II 
Lancashire IV 


Lancashire III 
Lancashire III 
Worcestershire III 
Worcestershire III 
Atlantic Bridge 
Pacific Bridge 


Herefordshire II 


Gloucestershire 
Gloucestershire 
Shropshire 


Standby Leave 
Lincolnshire 
Wiltshire 
Standby Leave 
Lincolnshire 


Derbyshire III 
Worcestershire III 
Herefordshire III 


Warwickshire 


Atlantic Bridge 
Warwickshire 


Ocean Bridge 


Date 
01/03/1960 


14/10/1964 
14/10/1964 


10/05/1965 
15/11/1965 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/10/1960 


22/06/1968 
01/12/1968 
30/06/1969 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
18/09/1974 
01/03/1975 


29/04/1972 


01/07/1970 
01/08/1971 


16/02/1976 


Name 


Das B.K 


Das C.M 


Das G.S 


Das K.N 


Das M 


Das P.C 


Das R 


Das R.C 


Das S.S 


Das T.D 


Dasgupta S 


Dass A.M 


Dass C.M 


Dastidar N.R.G 


Rank 


Serang (Engine) 


Dept1 (Deck) 


C.P.O 


P.O: 


Deck Cadet 


Serang (Engine) 


C.P.0 


Serang (Engine) 


Serang (Engine) 


P20. 


Serang (Engine) 


C.P.O 


Serang (Engine) 


Deck Cadet 


P.O. 


Ship 


Ocean Bridge 


Studying 


Dorsetshire 


Cambridgeshire 


Yorkshire III 


Pacific Bridge 
Pacific Bridge 


Dorsetshire 
Dorsetshire 


Derbyshire III 
Herefordshire III 


Worcestershire III 
Worcestershire III 
Cambridgeshire 


Warwickshire 


Cambridgeshire 


Lancashire IV 


Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 


Lancashire IV 


Date 
10/09/1976 


25/12/1969 


21/10/1981 


27/09/1978 


20/05/1967 


01/04/1971 
01/08/1971 


26/03/1980 
18/09/1980 


01/04/1971 
01/10/1972 


01/08/1971 
29/04/1972 
30/04/1979 


01/10/1972 


27/09/1978 


30/06/1969 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


30/04/1979 


Name 


Davidson G 


Davidson R.M 


Davies A 


Davies A.J 


Davies A.L 


Davies C 


Davies C.P.G 


Davies E 


Davies H 


Rank 


7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


Electrical Officer 
2nd Elect Officer 
Electrical Officer 


2nd Steward 


Carpenter 


Deck Cadet 


Jnr Eng Officer 


Engineer Cadet 


6th Eng Officer 
5th Eng Officer 


Captain 


Ship 


Gloucestershire 
Gloucestershire 
Studying 

Berkshire 

Standby Leave 
Standby Leave 
Standby Leave 


Gloucestershire 
Westminster Bridge 
Warwickshire 
Worcestershire III 
Westminster Bridge 


Wiltshire 


Derbyshire III 


Standby Leave 


Standby Leave 
Standby Leave 
Atlantic Bridge 


Studying 
Studying 
Studying 
Studying 
Cheshire IV 
Devonshire II 


Staffordshire Ill 
Staffordshire II 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


30/06/1969 


01/12/1968 


23/02/1977 


01/03/1975 
19/09/1975 
16/02/1976 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


14/10/1964 
10/05/1965 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


Name 


Davies H 


Davies I|.T 


Davies M.F 


Davies P.E 


Davies R.G 


Davies W 


Davies W.A.D 


Rank 


Captain 
Plumber 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


3rd Officer 


Dept1 (Deck) 


Jnr Eng Officer 


Dept2 (Engine) 
9th Eng Officer 
8th Eng Officer 
4th Eng Officer 


Engineer Cadet 


Carpenter 


C.P.O 


Dept1 (Deck) 
1st Officer 
Dept1 (Deck) 
Chief Officer 
Captain 


Staff Captain 


Ship 
Staffordshire II 
SS Oxfordshire 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Herefordshire II 


Warwickshire 
Toronto City 
Standby Leave 


Devonshire II 


Standby Leave 
Herefordshire II 
Herefordshire II 
Cheshire III 
Yorkshire III 
Yorkshire III 
Studying 
Lancashire IV 


Shropshire 


Staffordshire IV 


Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Australian Bridge 
Standby Leave 
Australian Bridge 
Australian Bridge 
English Bridge 
Yorkshire IV 


Date 


01/05/1958 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/07/1970 
01/04/1971 
01/08/1971 


10/09/1976 


01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
16/02/1976 
15/03/1978 


18/04/1961 


26/03/1980 


01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Davies W.A.D 


Davies W.H 


Davis J.S 


Davis P.E 


Davis P.P 


Davy G.S 


Rank 


Captain 


Plumber 


5th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


Deck Cadet 


Ship 


Liverpool Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Worcestershire III 


Studying 
Standby Leave 
Wiltshire 
Hampshire 
Devonshire II 
Staffordshire IV 
Standby Leave 
Dorsetshire 
Lincolnshire 
Yorkshire IV 
Safe Dominia 


Studying 


Cheshire IV 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/10/1972 


23/02/1977 
13/10/1977 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1966 


01/04/1971 


Name 


Davy G.S 


Dawe H 


Dawson A.G 


Dawson B.S 


Dawson G 


D'Costa N 


De Figueredo R.G 


De Freitas C 


De La Grense (Marconi) A. 


Deacon T.B 


Deb Das T.K 


Rank 
Deck Cadet 


Cook 


10th Eng Officer 
6th Eng Officer 


4th Eng Officer 


4th Eng Officer 


5th Eng Officer 


Cook 


Dept2 (Engine) 
Engineer Cadet 


C.P.O 


Radio Officer 


6th Eng Officer 


Serang (Engine) 


Ship 
Derbyshire III 


Oxfordshire 
Australian Bridge 


Lincolnshire 
Derbyshire III 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Yorkshire III 
Yorkshire III 
Shropshire 

Yorkshire III 


Ocean Bridge 


Cheshire III 


Atlantic Bridge 


Studying 
Studying 
Studying 
Standby Leave 


Harold La Borde 


Halifax City 
Coventry City 


Yorkshire III 


Shropshire 
Shropshire 


Date 


01/10/1972 
01/04/1973 
07/10/1973 


10/09/1976 
30/04/1979 
26/09/1979 
26/03/1980 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 


01/03/1975 


14/10/1961 


18/09/1974 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 


13/04/1984 


29/04/1972 
19/02/1974 


30/06/1969 


01/07/1970 
01/04/1971 


Name 


Debnath 


Defigueredo R 


Defigueredo R.G 


Dennison P 


Dennison P.R 


Derbyshire A 


Devine D 


Devine E 


Devitt M.J 


Dewan D.K 


Dews P.A 


Rank 


Serang (Deck) 


Dept2 (Engine) 


Engineer Cadet 


Radio Officer 


Radio Officer 


Dept2 (Engine) 
9th Eng Officer 
7th Eng Officer 
6th Eng Officer 


Cook 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


Carpenter 


C.P.0 


Radio Officer 


Ship 


Herefordshire III 


Studying 


Shropshire 


Standby Leave 
Lancashire IV 


Warwickshire 
Standby Leave 


Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Devonshire II 


Standby Leave 
Derbyshire II 
Derbyshire II 
Worcestershire II 
Standby Leave 
Cheshire III 
Cheshire III 
Cheshire III 
Studying 


Warwickshire 
Warwickshire 


Lancashire IV 
Lancashire IV 
Dorsetshire 


Lincolnshire 


Date 


23/02/1977 


01/08/1971 


01/07/1970 


10/09/1976 
13/10/1977 


23/02/1977 
15/03/1978 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


26/09/1979 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


22/06/1968 
01/12/1968 


30/04/1979 
26/09/1979 
27/09/1982 


13/04/1984 


Name 


Dey D.K 


Dey G.B 


Dey H 


Dey M.C 


Dey N.K 


Dey P.K 


Dey R.C 


Dey S.C 


Dey S.R 


Rank 


Serang (Deck) 


P.O. 


Serang (Deck) 


Serang (Deck) 


C.P.O 


Serang (Deck) 


Serang (Deck) 


Serang (Deck) 
Serang (Engine) 


Serang (Deck) 
Serang (Engine) 


Serang (Deck) 


Ship 


Arya Bod 
Warwickshire 


Herefordshire III 


Warwickshire 
Warwickshire 


Warwickshire 
Warwickshire 
Ocean Bridge 


Herefordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire III 


Ocean Bridge 
Ocean Bridge 
Lancashire IV 
Lancashire IV 


Derbyshire III 


Pacific Bridge 
Worcestershire III 
Atlantic Bridge 
Derbyshire III 
Worcestershire III 
Warwickshire 
Warwickshire 


Ocean Bridge 
Ocean Bridge 
Ocean Bridge 
Herefordshire III 


Date 


18/09/1974 
01/03/1975 


27/09/1978 


10/09/1976 
23/02/1977 


19/09/1975 
16/02/1976 
23/02/1977 


27/09/1978 
26/03/1980 
18/09/1980 
06/04/1982 


16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 


01/04/1971 


25/12/1969 
01/10/1972 
01/10/1972 
16/02/1976 
16/02/1976 
13/10/1977 
15/03/1978 


18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 


Name 


D'Gomes L 


Dhar A.C 


Dias M.D 


Diaz A.H 


Diaz A.H.M 


Diaz A.H.N 


Dick J 


Dick J.C 


Dick P.J 


Rank 


Cook 


Serang (Deck) 


5th Eng Officer 


6th Eng Officer 


5th Eng Officer 


Dept2 (Engine) 


6th Eng Officer 
4th Eng Officer 


Bosun 


Bosun 


C.P.O 


Dept2 (Engine) 
Engineer Cadet 


Ship 


Pacific Bridge 
Derbyshire III 
Herefordshire III 
Herefordshire III 


Yorkshire III 
Lancashire IV 
Lancashire IV 


Lincolnshire 


Gloucestershire 


Gloucestershire 
Herefordshire III 
Standby Leave 
Studying 


Gloucestershire 
Gloucestershire 


Wiltshire 


Westminster Bridge 
Coventry City 
Wiltshire 

English Bridge 
Australian Bridge 
Lincolnshire 
Devonshire II 
Standby Leave 
Derbyshire III 
Wiltshire 
Devonshire II 


Studying 
Studying 
Studying 


Date 


25/12/1969 
18/09/1974 
10/09/1976 
23/02/1977 


30/06/1969 
18/09/1974 
01/03/1975 


01/10/1972 


01/05/1966 


20/05/1967 
22/06/1968 
01/12/1968 
25/12/1969 


01/10/1966 
30/06/1969 


01/10/1972 


01/04/1971 
01/08/1971 
29/04/1972 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


07/10/1973 
19/02/1974 
18/09/1974 


Name 


Dick P.J 


Dicken K.N 


Dickenson D 


Dickin K.N 


Dickinson B 


Rank 


Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 


Deck Cadet 


2nd Steward 


Purser 


Dept5 (Victualling) 


Deck Cadet 


Radio Officer 


Ship 

Studying 
Herefordshire III 
Atlantic Bridge 
Studying 
Australian Bridge 
Dart Atlantic 
Dart Atlantic 
Derbyshire III 
Standby Leave 
Lancashire IV 
Studying 
Standby Leave 
Lancashire IV 
Cheshire IV 


Herefordshire III 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Leicestershire 
SS Leicestershire 
Cheshire III 
Yorkshire III 
Cheshire III 
Standby Leave 
Standby Leave 


Oxfordshire 
Lancashire IV 
Studying 
Herefordshire III 


Cheshire IV 
Standby Leave 
Cheshire IV 
Wiltshire 
Cheshire IV 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


07/10/1973 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Dickinson B 


Dickinson D 


Dickinson G 


Dickinson J 


Dickinson M 


Dickinson P.W 


Diment C 


Dione H.J 


Disley P.M 


Rank 
Radio Officer 


2nd Steward 


Trainee Elect Officer 
Electrical Officer 


Storekeeper 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 
Jnr Eng Officer 
4th Eng Officer 


2nd Radio Officer 


Surgeon 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Ship 
Yorkshire IV 


SS Warwickshire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Montreal City 


Studying 
Studying 
Studying 
Yorkshire III 


Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 
Berkshire 
Hampshire 
Standby Leave 
Standby Leave 


Herefordshire II 


SS Leicestershire 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Standby Leave 
Berkshire 


Date 
13/04/1984 


01/05/1957 


26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/10/1972 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
21/10/1983 
13/04/1984 


01/06/1956 


01/11/1957 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


Disley P.M 


Ditchfield A.E 


Ditchfield |.S 


Dixon D 


Dixon G.R 


Dixon J 


Dixon P.E 


Rank 


5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 


3rd Eng Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Dept1 (Deck) 


9th Eng Officer 


Ext 2nd Steward 


Chef 


Jnr Eng Officer 


4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


Ship 

Wiltshire 
Standby Leave 
Wiltshire 
Westminster Bridge 
Ocean Bridge 
Ocean Bridge 
Dart Atlantic 
Standby Leave 
Standby Leave 
English Bridge 
Standby Leave 
English Bridge 
English Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Dorsetshire 


Studying 
SS Warwickshire 
Studying 


Studying 


Derbyshire II 


Devonshire | 
Devonshire | 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Standby Leave 
Devonshire II 
Standby Leave 
Studying 
Standby Leave 


Date 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/11/1956 
01/05/1957 
01/11/1957 


01/11/1956 


01/11/1957 


01/09/1959 
01/03/1960 


01/10/1960 
18/04/1961 
14/10/1961 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Dixon R 


Dixon W 


Dixson W 


Dobson B 


Rank 


Electrical Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
4th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


3rd Eng Officer 


Engineer Cadet 


Jnr 2nd Elect Officer 


2nd Elect Officer 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 


Ship 


Standby Leave 
Standby Leave 
Canadian Bridge 
Liverpool Bridge 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Toronto City 
Atlantic Bridge 
Derbyshire III 
Derbyshire III 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Derbyshire III 
Standby Leave 
Cheshire IV 
Berkshire 

Dart America 


Gloucestershire 


Devonshire | 
Devonshire | 

SS Leicestershire 
SS Leicestershire 
Cheshire III 
Yorkshire III 
Derbyshire III 
Coventry City 
Standby Leave 
Worcestershire III 
Atlantic Bridge 
Standby Leave 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 


25/12/1969 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Dobson G.F 


Dobson G.R 


Dobson G.W 


Dobson R 


Docker J.E 


Rank 


Deck Cadet 


Dept1 (Deck) 
Jnr 3rd Officer 
Snr 3rd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Deck Cadet 


Captain 


Dept1 (Deck) 
Captain 


Electrical Officer 


Deck Cadet 


Ship 


Herefordshire II 
Herefordshire II 
Derbyshire II 
Derbyshire II 
Studying 
Derbyshire II 
Cheshire III 
Cheshire III 
Studying 
Shropshire 
Yorkshire III 
Standby Leave 
Cheshire III 
Cheshire III 
Studying 
Pacific Bridge 


Cheshire III 


SS Warwickshire 
SS Warwickshire 
Herefordshire II 
Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Derbyshire II 
Derbyshire II 

SS Leicestershire 
SS Leicestershire 


SS Leicestershire 
Shropshire 


Studying 
Herefordshire III 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


14/10/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/03/1963 
14/10/1964 


18/09/1980 
21/05/1981 


Name 


Docker J.E 


Dodds C.M 


Dodds C.N 


Dodds P 


Dodgson P 


Doherty N.J 


Doig J 


Dollard E 


Donald B.L 


Donaldson J.H 


Rank 
Deck Cadet 


Deck Cadet 


Deck Cadet 


6th Eng Officer 


Storekeeper 


Carpenter 


12th Eng Officer 


10th Eng Officer 


2nd Steward 


Deck Cadet 


Dept2 (Engine) 
Engineer Cadet 


Ship 
Hampshire 
Studying 
Berkshire 
Yorkshire IV 
Studying 


Studying 


Standby Leave 
Standby Leave 
Studying 
Hampshire 
Devonshire II 
Studying 


Staffordshire Ill 


Lincolnshire 
Canadian Bridge 


Yorkshire III 


SS Oxfordshire 
Oxfordshire 
SS Oxfordshire 


Westminster Bridge 


Standby Leave 
Warwickshire 
Studying 


Studying 
Studying 
Studying 
Studying 
Oxfordshire 
Ocean Bridge 


Date 


21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1980 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/11/1967 


19/09/1975 
10/09/1976 


20/05/1967 


01/09/1959 
01/03/1960 
01/10/1960 


01/04/1971 


18/09/1974 
01/03/1975 
19/09/1975 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Donaldson J.H 


Donegan R 


Donhellan M.T 


Donnell C.M 


Donnellan M.J 


Donnellan M.T 


Donnelly B.P 


Donnelly C 


Rank 


Engineer Cadet 


Cadet Act Jnr Eng Off 


Gis 


Chief Officer 


Snr 3rd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Dept1 (Deck) 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Captain 


Dept2 (Engine) 


Carpenter 


Ship 


Studying 
Wiltshire 


Dart Atlantic 


Gloucestershire 


SS Oxfordshire 
Studying 

SS Leicestershire 
Standby Leave 


Studying 


Standby Leave 
Coventry City 
Toronto City 
Standby Leave 
Gloucestershire 
Gloucestershire 
Standby Leave 
Gloucestershire 
Worcestershire III 
Toronto City 
Coventry City 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Lincolnshire 
Devonshire II 
Standby Leave 
Devonshire II 


Standby Leave 


Worcestershire III 


Date 


23/02/1977 
13/10/1977 


18/09/1980 


30/06/1969 


01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 


20/05/1967 


01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


15/11/1965 


01/08/1971 


Name 


Donoghue P 


Donohue J 


Donovan R.D 


Douglas A 


Douglas A.| 


Douglas A.J 


Douglas G.A 


Douglas G.A.C 


Rank 


Electrical Officer 


7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


9th Eng Officer 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


2nd Elect Officer 
Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


Electrical Officer 


Dept2 (Engine) 


2nd Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 
Dept2 (Engine) 


Ship 


Montreal City 
Toronto City 


Staffordshire II 

Staffordshire III 
Standby Leave 
Gloucestershire 


Staffordshire II 


Yorkshire III 
Staffordshire III 
Toronto City 
Pacific Bridge 
Standby Leave 
Warwickshire 
Standby Leave 
Derbyshire III 
Standby Leave 


Derbyshire III 
Standby Leave 
Standby Leave 
Toronto City 
Standby Leave 
Warwickshire 


Standby Leave 


Standby Leave 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Cheshire III 
Studying 
Standby Leave 
SS Leicestershire 
Standby Leave 


Date 


01/10/1972 
01/04/1973 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


01/05/1957 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


19/09/1975 


25/12/1969 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


Douglas G.A.C 


Douglas P.F 


Douglass P.F 


Dove J 


Doward L.W 


Downald T.V.E 


Downard D.F 


Rank 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 
Ext 4th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


6th Eng Officer 
5th Eng Officer 
Ext 3rd Eng Officer 


2nd Officer 


Dept2 (Engine) 


3rd Radio Officer 


Snr 3rd Officer 


Ship 

Yorkshire III 
Standby Leave 
Coventry City 
Coventry City 
Coventry City 
Coventry City 
Atlantic Bridge 
Atlantic Bridge 
Standby Leave 


Lancashire IV 
Pacific Bridge 
Pacific Bridge 
Berkshire 
Worcestershire III 
Berkshire 
Wiltshire 
Herefordshire III 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Oxfordshire 


Lancashire IV 
Standby Leave 
English Bridge 


Lancashire IV 
Lancashire IV 
Derbyshire III 
Westminster Bridge 


Standby Leave 


Devonshire | 


Herefordshire II 


Date 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 


30/06/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


25/12/1969 
01/04/1971 
07/10/1973 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/05/1962 


01/06/1956 


01/05/1958 


Name 


Downard D.F 


Downard D.F.T 


Downard T.V 


Downard T.V.E 


Downie J 


Draysey G.H 


Drew J.D 


Driver C 


Driver C.R 


Rank 
Snr 3rd Officer 


Jnr 3rd Officer 


Dept1 (Deck) 


2nd Officer 


2nd Radio Officer 


3rd Radio Officer 
2nd Radio Officer 


5th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Jnr 3rd Officer 


Snr 3rd Officer 


Deck Cadet 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 


Ship 


Herefordshire II 


Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 


Herefordshire II 
Herefordshire II 


Devonshire | 
Herefordshire II 


Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Herefordshire II 


Studying 
Dorsetshire 
Studying 
Studying 
Devonshire II 
Cheshire IV 
Staffordshire IV 
Lincolnshire 


SS Warwickshire 


Derbyshire II 
Derbyshire II 
Standby Leave 


Date 
01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/09/1959 
01/03/1960 


01/11/1957 
01/05/1958 


01/11/1956 
01/05/1957 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 


18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 


01/03/1960 
01/10/1960 
14/10/1961 


Name 


Driver C.R 


Driver S 


Driver S.J 


Dubern P.E 


Dubicki T.E 


Duen C 


Duen C.K 


Duff D 


Duff D.M 


Rank 
Deck Cadet 


Jnr 3rd Officer 


Snr 3rd Officer 
2nd Officer 


Engineer Cadet 


Engineer Cadet 
Jnr Eng Officer 


6th Eng Officer 


2nd Officer 


Leading Steward 


Leading Steward 


2nd Steward 


2nd Steward 


Ship 

Cheshire III 

SS Warwickshire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 


Studying 
Studying 
Studying 
Lancashire IV 
Studying 
Studying 


Devonshire II 
Wiltshire 
Standby Leave 


Shropshire 


Standby Leave 


Cheshire IV 


Cheshire IV 
Cheshire IV 
Yorkshire IV 
Yorkshire IV 
Berkshire 


Derbyshire II 
Derbyshire II 


Derbyshire II 
Derbyshire II 
Derbyshire II 


Date 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


21/05/1981 
27/09/1982 
21/10/1983 


20/05/1967 


01/03/1975 


15/03/1978 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/10/1960 
18/04/1961 


14/10/1961 
01/05/1962 
01/03/1963 


Name 


Duffield D.R 


Duffy A 


Duffy A.Q 


Duffy P 


Dumbell A 


Dumbell G 


Dumbell G.E 


Dunant R.S 


Rank 
Chief Officer 


Ext Chief Officer 


Chief Officer 


Jnr Eng Officer 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Carpenter 


1st Officer 


3rd Eng Officer 


Snr 2nd Eng Officer 


2nd Eng Officer 


Electrical Officer 


Ship 

Berkshire 
Cambridgeshire 
Dorsetshire 
Standby Leave 
Herefordshire III 
Wiltshire 
Staffordshire IV 
Standby Leave 
Berkshire 
Hampshire 


Studying 
Standby Leave 
Berkshire 
Staffordshire IV 
Staffordshire IV 


Studying 
Studying 
Herefordshire III 
Standby Leave 
Yorkshire IV 
Dart Atlantic 
Lincolnshire 
Wiltshire 
Staffordshire IV 
Standby Leave 


SS Leicestershire 


Studying 


Worcestershire II 


Oxfordshire 
SS Oxfordshire 


Berkshire 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


14/10/1961 


26/09/1979 


01/09/1959 


01/03/1960 
01/10/1960 


18/09/1974 


Name 


Duncalf D 


Duncan I|.A 


Duncan P.W 


Dunford J 


Dunford R 


Dunham G.S 


Dunlop N.M 


Dunn E 


Dunn E.J 


Dunn R.B 


Rank 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Trainee Elect Officer 
Electrical Officer 


Bosun 


Bosun 


Carpenter 


3rd Officer 


Chief Officer 


Dept5 (Victualling) 


Dept5 (Victualling) 


2nd Elect Officer 


Ship 


Standby Leave 


Studying 
Devonshire II 
Berkshire 
Studying 
Studying 
Studying 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 


Australian Bridge 
Oxfordshire 
Australian Bridge 


Dart America 


Dart America 
Dart America 


Cheshire III 


Cheshire IV 
Hampshire 
Studying 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


SS Warwickshire 
SS Warwickshire 


Date 


01/04/1973 


13/10/1977 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/09/1975 
16/02/1976 
10/09/1976 


29/04/1972 


18/09/1974 
19/09/1975 


01/03/1963 


16/02/1976 
10/09/1976 
23/02/1977 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/03/1960 


18/04/1961 
14/10/1961 


Name 


Dunn R.B 


Durward K 


Rank 


2nd Elect Officer 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Senior Elect Officer 
Electrical Officer 
Senior Elect Officer 


Electrical Officer 


Senior Elect Officer 
Electrical Officer 


2nd Eng Officer 


Dept2 (Engine) 


Ship 

SS Warwickshire 
Yorkshire III 
Cheshire III 
Cheshire III 
Lancashire IV 
Worcestershire III 
Worcestershire III 
Standby Leave 
Toronto City 
Pacific Bridge 
Standby Leave 
Westminster Bridge 
Standby Leave 
Atlantic Bridge 
Westminster Bridge 
Studying 
Standby Leave 
Ocean Bridge 
Standby Leave 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Yorkshire IV 

Dart Atlantic 
Standby Leave 
Hampshire 
Hampshire 
Hampshire 
Standby Leave 
Hampshire 
Lincolnshire 


Shropshire 
Shropshire 
Standby Leave 


Date 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


20/05/1967 
21/11/1967 
22/06/1968 


Name 


Durward K 


Dutta A.C 


Dutta A.K 


Dye D.M 


Dyer K.W 


Dyer S.R 


Rank 
2nd Eng Officer 


FO. 


C.P.O 


Deck Cadet 
Uncert Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


8th Eng Officer 
6th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Deck Cadet 


Ship 
Yorkshire III 


Lancashire IV 
Lancashire IV 


Cambridgeshire 


Dorsetshire 
Dorsetshire 


Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Studying 
Studying 
Toronto City 
Toronto City 
Coventry City 
Standby Leave 
Coventry City 
Pacific Bridge 
Toronto City 
Standby Leave 
Coventry City 
Studying 
Coventry City 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 


SS Leicestershire 


Shropshire 
Shropshire 


Date 


01/12/1968 
30/06/1969 
25/12/1969 


27/09/1978 


30/04/1979 
26/09/1979 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/09/1959 
01/03/1960 
01/10/1960 


Name 


Dyer S.R 


Dyson G.M 


Eades B 


Eades R 


Earle G.J 


Rank 


Deck Cadet 
Uncert Officer 
Dept1 (Deck) 
Jnr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Engineer Cadet 


Engineer Cadet 


Engineer Cadet 


Chief Officer 
Ext Chief Officer 
Chief Officer 


Ship 

Cheshire III 
Cheshire III 
Standby Leave 
Cheshire III 
Staffordshire III 
Staffordshire III 
Staffordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Staffordshire III 
Studying 
Shropshire 
Herefordshire II 
Herefordshire III 
Standby Leave 
Warwickshire 


Studying 
Studying 
Studying 
Cheshire IV 
Lincolnshire 
Studying 
Studying 


Studying 
Studying 
Studying 
Studying 
Devonshire II 
Studying 
Studying 


Lincolnshire 


English Bridge 
English Bridge 
Standby Leave 
Standby Leave 


Date 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
22/04/1983 
21/10/1983 
13/04/1984 


27/09/1982 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


Name 


Earle G.J 


Easton J.H 


Easton S.C 


Eastwood H.D 


Eastwood S 


Eaton J.W 


Rank 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Purser 


Deck Cadet 


5th Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 


Ext 5th Eng Officer 


5th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
Jnr Eng Officer 


Ship 

Ocean Bridge 
English Bridge 
Yorkshire IV 
Yorkshire IV 
English Bridge 
Hampshire 


Hampshire 
Lincolnshire 


Oxfordshire 
Studying 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 


Wiltshire 
Pacific Bridge 
Montreal City 
Studying 


Studying 
Studying 
Studying 

Pacific Bridge 
Herefordshire III 
Studying 
Studying 
Canadian Bridge 
Canadian Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Warwickshire 


Standby Leave 
Atlantic Bridge 
Lincolnshire 
Hampshire 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/03/1975 
19/09/1975 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Eaton P.N.C 


Eccles W.G.A 


Edgar J 


Edgington | 


Edgington J 


Edgington J.B 


Edgington J.S 


Rank 


Dept2 (Engine) 
4th Eng Officer 


4th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ext 2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


Cargo Engineer 


Dept2 (Engine) 
8th Eng Officer 
7th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


Ship 


Standby Leave 
SS Warwickshire 


Standby Leave 
Berkshire 
Berkshire 
Northamptonshire 
Warwickshire 
Standby Leave 
Herefordshire III 
Studying 
Berkshire 
Dorsetshire 
Cambridgeshire 
Devonshire II 
Standby Leave 
Devonshire II 


Standby Leave 
Yorkshire III 
Standby Leave 
Shropshire 
Studying 


Coventry City 


Staffordshire IV 


Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 


Date 


01/11/1956 
01/05/1957 


19/09/1975 
16/02/1976 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


21/11/1967 


26/03/1980 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
20/05/1967 


Name 


Edgington J.S 


Edington J.S 


Edmonds C.J 


Edmunds A.M 


Edmunds A.N 


Rank 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Ext 3rd Eng Officer 
Cargo Engineer 


3rd Eng Officer 


Cargo Engineer 


Assisting 
Cargo Engineer 


Cargo Engineer 


3rd Eng Officer 


Engineer Cadet 


Engineer Cadet 
Dept2 (Engine) 


Ship 


Pacific Bridge 
Standby Leave 
Wiltshire 


Worcestershire III 


Ocean Bridge 
Standby Leave 
Standby Leave 
English Bridge 
Standby Leave 
Dart America 
Hampshire 
Hampshire 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Hampshire 
Staffordshire IV 
Standby Leave 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 


Staffordshire IV 


Standby Leave 
Ocean Bridge 
Standby Leave 


Studying 


Studying 
Studying 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


06/04/1982 


19/09/1975 
16/02/1976 
10/09/1976 


01/04/1971 


25/12/1969 
01/07/1970 


Name 


Edmunds A.N 


Edmunds J.A 


Edris 


Edward D 


Edwards A 


Edwards A.J 


Rank 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 


5th Eng Officer 


Storekeeper 


5th Eng Officer 
4th Eng Officer 


Cook 


Engineer Cadet 


Ship 


Oxfordshire 
Studying 
Studying 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Lincolnshire 
Standby Leave 
Devonshire II 
Silver Bridge 
Laid Up 
Hampshire 
Dart Atlantic 
Wiltshire 
Hampshire 
Studying 
Herefordshire III 
Studying 
Herefordshire III 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 


Westminster Bridge 


Dorsetshire 


Standby Leave 
Dorsetshire 
Cheshire IV 
Standby Leave 


Devonshire II 


Studying 
Studying 


Date 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/12/1968 


30/04/1979 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


10/09/1976 


30/04/1979 
26/09/1979 


Name 


Edwards A.J 


Edwards A.N 


Edwards J 


Edwards J.A 


Edwards J.G 


Edwards R.A.F 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


Chef 


Dept5 (Victualling) 
Chef 
Dept5 (Victualling) 


Dept2 (Engine) 
7th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Chef 


Dept5 (Victualling) 
Chef 


Ext 3rd Officer 
3rd Officer 


Dept1 (Deck) 


Ext 2nd Officer 
2nd Officer 


Ship 


Studying 
Studying 
Lincolnshire 
Hampshire 
Studying 
Studying 
Devonshire II 
Lincolnshire 


Pacific Bridge 


Derbyshire II 
Derbyshire II 
Standby Leave 
SS Leicestershire 
Standby Leave 


Standby Leave 
Staffordshire III 
Standby Leave 
Derbyshire III 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Herefordshire II 


Derbyshire III 
Derbyshire III 
Westminster Bridge 
Standby Leave 
Studying 

Toronto City 
Standby Leave 


Date 


26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 


01/11/1958 
01/09/1959 
01/03/1960 
01/05/1962 
14/10/1964 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/10/1960 
18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 


01/05/1966 
01/10/1966 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


Name 


Edwards R.A.F 


Edwards W 


Edwards W.T 


Rank 
2nd Officer 


Ext 2nd Officer 
Captain 
1st Officer 


Chief Officer 


Captain 


Chef 


Dept5 (Victualling) 
Chef 


Dept5 (Victualling) 


Chef 


Ship 
Westminster Bridge 
Derbyshire III 
Dart Atlantic 
Studying 
Wiltshire 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Devonshire II 
Wiltshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Devonshire II 
Lincolnshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Devonshire II 


Derbyshire II 
Derbyshire II 
Derbyshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


Derbyshire II 
Herefordshire II 


Date 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
14/10/1964 


01/11/1956 
01/03/1963 


Name 


Edwards W.T 


Egan J.F 


Eglington C.W 


Ehiah M 


Eldridge M.D 


Eley M.B 


Elias M 


Rank 
Chef 


Dept1 (Deck) 
Chief Officer 
Chief Eng Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
3rd Officer 


Chief Officer 
2nd Officer 


Chief Officer 
Ext Chief Officer 


Serang (Deck) 


2nd Officer 


Cook 


Storekeeper 


Ship 


SS Leicestershire 


Standby Leave 
Staffordshire III 
Staffordshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Toronto City 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Oxfordshire 
Standby Leave 


Standby Leave 
Standby Leave 
Cheshire IV 
Studying 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Lincolnshire 
Hampshire 
Lincolnshire 


Herefordshire III 
Warwickshire 


Standby Leave 


Lincolnshire 
Devonshire II 
Staffordshire IV 


Gloucestershire 
Pacific Bridge 


Date 
01/03/1964 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


30/06/1969 
01/07/1970 


26/03/1980 


22/04/1983 
21/10/1983 
13/04/1984 


01/07/1970 
29/04/1972 


Name 


Elias M 


Elkington A.G 


Ellerton C.F.W 


Ellerton C.L.F 


Ellias M 


Elliot A 


Elliot A.K 


Rank 


Storekeeper 


Cook 


Storekeeper 


Dept2 (Engine) 


Dept3 (Electrical) 
Electrical Officer 


Electrical Officer 


Storekeeper 


3rd Eng Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 


4th Eng Officer 
5th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Ship 

Pacific Bridge 
Lancashire IV 
Lancashire IV 
Lancashire IV 
Lancashire IV 
Lancashire IV 
Cambridgeshire 
Cambridgeshire 
Lancashire IV 


Standby Leave 


Standby Leave 
Shropshire 


Pacific Bridge 


Yorkshire III 


Warwickshire 


Berkshire 
Studying 
Studying 
Hampshire 
English Bridge 
Standby Leave 
Atlantic Bridge 
Australian Bridge 
Wiltshire 
Staffordshire IV 
Devonshire II 
Hampshire 
Studying 
Devonshire II 
Wiltshire 
Berkshire 
Standby Leave 
Standby Leave 


Date 


01/10/1972 
18/09/1974 
01/03/1975 
10/09/1976 
23/02/1977 
30/04/1979 
21/05/1981 
21/10/1981 
06/04/1982 


01/11/1958 


22/06/1968 
01/12/1968 


30/06/1969 


25/12/1969 


30/04/1979 


01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


Name 


Elliot A.K 


Elliot A.M 


Elliot K.A 


Ellis A.E 


Ellis A.J 


Ellis F 


Ellis J.W 


Ellis K 


Ellis M.W 


Ellis P 


Rank 
3rd Eng Officer 


Engineer Cadet 


Engineer Cadet 
Dept2 (Engine) 


Dept1 (Deck) 


Dept1 (Deck) 


5th Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


Jnr Chief Eng Officer 


5th Eng Officer 


Purser 


Dept2 (Engine) 


Ship 
Staffordshire IV 
Safe Dominia 
Safe Dominia 
Standby Leave 


Westminster Bridge 


Studying 
Studying 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Gloucestershire 


Staffordshire III 
Shropshire 
Studying 
Westminster Bridge 
Standby Leave 
Worcestershire III 


Cheshire IV 


Cheshire IV 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 


01/04/1971 
01/08/1971 


01/05/1958 


01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


14/10/1964 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


18/09/1974 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/05/1962 


Name 


Ellis P 


Ellison J.W 


Ellison R.M 


Emmett R.P 


Emmins C 


Rank 


Dept2 (Engine) 


Dept1 (Deck) 


Dept1 (Deck) 
Jnr 3rd Officer 
Dept1 (Deck) 
Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Ship 
Standby Leave 


Standby Leave 


Studying 
Studying 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Derbyshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Studying 
Yorkshire III 


Lancashire IV 
Standby Leave 
Coventry City 
Warwickshire 
Coventry City 
Coventry City 
Coventry City 
Studying 


Studying 
Studying 
Studying 
Herefordshire III 
Ocean Bridge 
Studying 
Lincolnshire 
Dorsetshire 
Warwickshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 


Date 
01/03/1963 


14/10/1964 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Emmins G 


England C 


English J 


English J.A 


English J.E 


English R.G 


Ephgrave R 


Ephgrave R.E 


Rank 


Engineer Cadet 


Surgeon 


Purser 


Dept5 (Victualling) 
Purser 


Jnr Eng Officer 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 


Engineer Cadet 


5th Eng Officer 


Engineer Cadet 


Ship 


Studying 


Devonshire | 
Devonshire | 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 
Gloucestershire 


Dart Atlantic 
Cambridgeshire 
Cambridgeshire 


Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Gloucestershire 
Gloucestershire 
Standby Leave 
Gloucestershire 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Berkshire 
Hampshire 


Wiltshire 


Worcestershire III 


Date 
19/09/1975 


01/06/1956 
01/11/1956 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
10/05/1965 


26/09/1979 
26/03/1980 
18/09/1980 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/07/1970 


30/06/1969 


Name 


Ephgrave R.E.L 


Errington C 


Erskine F.J 


Erskine W 


Erskine W.N 


Rank 


Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 


Electrical Officer 


Senior Elect Officer 


Electrical Officer 


Senior Elect Officer 


Electrical Officer 


Surgeon 


Surgeon 


Surgeon 


Ship 


Studying 
Studying 
Studying 
Studying 
Studying 
Staffordshire III 
Standby Leave 
Standby Leave 
Coventry City 


Herefordshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Herefordshire III 
Studying 
Mersey Bridge 
Cheshire IV 
Wiltshire 
Cheshire IV 
Standby Leave 
Standby Leave 
Lincolnshire 
Dorsetshire 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Devonshire II 


Devonshire | 


Staffordshire II 
Devonshire | 


Staffordshire II 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/04/1971 
01/08/1971 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
21/10/1983 
13/04/1984 


01/03/1960 


01/11/1958 
01/09/1959 


01/05/1958 


Name 


Erwin W.A 


Escott C.M 


Escott C.S 


Evans A.E 


Evans B.G 


Evans H.E 


Evans J.C 


Rank 


Ext 5th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


Engineer Cadet 
3rd Eng Officer 


Dept3 (Electrical) 


8th Eng Officer 


6th Eng Officer 


Ext 3rd Eng Officer 
Dept2 (Engine) 
Snr 2nd Eng Officer 
2nd Eng Officer 


Ship 


Australian Bridge 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Oxfordshire 
Standby Leave 
Lancashire IV 
Standby Leave 
Ocean Bridge 
Studying 
Standby Leave 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
English Bridge 
Yorkshire IV 
Studying 
Standby Leave 
Studying 
Cambridgeshire 


Studying 
Standby Leave 


Standby Leave 


Derbyshire II 


Herefordshire II 


Staffordshire II 
Standby Leave 
SS Oxfordshire 
SS Leicestershire 


Date 


19/02/1974 
18/09/1974 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/04/1971 
27/09/1978 


01/11/1958 


01/03/1963 


01/03/1964 


01/05/1958 
01/11/1958 
01/09/1959 
01/09/1959 


Name 


Evans L 


Evans L.W 


Evans M 


Evans M.R.I 


Evans R 


Evans R.L 


Evans R.S 


Evans S 


Rank 


Electrical Officer 


Surgeon 


8th Eng Officer 
7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Chief Eng Officer 


Surgeon 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Electrical Officer 


Ship 
Standby Leave 


Oxfordshire 
Standby Leave 


SS Leicestershire 
Derbyshire II 
Devonshire | 
Devonshire | 


Staffordshire II 
Shropshire 
Shropshire 
Shropshire 


Lancashire IV 


Herefordshire II 
Herefordshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Herefordshire II 
Standby Leave 
Yorkshire III 
Yorkshire III 


Worcestershire III 
Warwickshire 
Derbyshire III 
Cheshire IV 
Standby Leave 


Date 


19/09/1975 
16/02/1976 
10/09/1976 


01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


23/02/1977 


01/06/1956 
01/11/1956 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Evans S 


Evans W.H 


Evans W.L 


Everett M.R 


Excell G.R 


Fai L 


Fai Y.C 


Faichney D 


Fairbrother W.J 


Fairclough A.J 


Rank 


Electrical Officer 


9th Eng Officer 


Surgeon 


6th Eng Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert Officer 


Dept1 (Deck) 
Snr 3rd Officer 


2nd Steward 


Leading Steward 


2nd Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


2nd Eng Officer 


Jnr 3rd Officer 


Ship 

Dart America 
Standby Leave 
Berkshire 
Standby Leave 


Worcestershire II 


Staffordshire II 


SS Leicestershire 
SS Leicestershire 


Derbyshire II 
Derbyshire II 
Standby Leave 
Yorkshire III 
Yorkshire III 
Standby Leave 
SS Leicestershire 
Cheshire III 


Berkshire 


Cheshire IV 
Cheshire IV 


Lancashire IV 
Standby Leave 
Shropshire 
Shropshire 
Lancashire III 
Lancashire III 


Coventry City 


Staffordshire II 
Devonshire | 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


18/04/1961 


01/11/1957 


18/04/1961 
14/10/1961 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/04/1971 


29/04/1972 
01/10/1972 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


30/06/1969 


01/11/1958 
01/09/1959 


Name 


Fairhurst F.W 


Fairley G.T 


Fallon F.R 


Fanciulli M.J 


Farley D.E 


Rank 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


2nd Eng Officer 
Jnr Eng Officer 
2nd Eng Officer 
4th Eng Officer 


3rd Eng Officer 


5th Eng Officer 


Radio Officer 


Dept4 (Radio) 


Deck Cadet 


Deck Cadet 


Ship 


Studying 
Studying 
Studying 
Studying 
Herefordshire III 
Atlantic Bridge 
Studying 
Lancashire IV 
Devonshire II 
Dorsetshire 
Hampshire 
Studying 
Standby Leave 
Studying 
Wiltshire 
Devonshire II 
Staffordshire IV 
Lincolnshire 
Safe Dominia 
Safe Dominia 
Hampshire 


Warwickshire 
Warwickshire 


Warwickshire 
Warwickshire 
Standby Leave 


Canadian Bridge 
Oxfordshire 
Studying 
Devonshire II 
Standby Leave 
Standby Leave 
Studying 
Devonshire II 
Studying 


Herefordshire II 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


22/06/1968 
01/12/1968 


22/06/1968 
01/12/1968 
30/06/1969 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/10/1960 


Name 


Farley D.E 


Farmer H.D 


Farquhar D.C.S 


Farrall F 


Farrand P 


Farrar F.A 


Farrar F.A.A 


Farrell H 


Rank 
Deck Cadet 


Electrical Officer 


1st Officer 
Chief Officer 


Captain 
Chief Officer 


Butcher 


1st Officer 
Dept1 (Deck) 
Chief Officer 


Captain 


2nd Officer 
Ext 2nd Officer 
2nd Officer 


Carpenter 


Ship 
Herefordshire II 
SS Warwickshire 
SS Warwickshire 
Shropshire 


Standby Leave 


Derbyshire III 
Dorsetshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Cheshire IV 
Berkshire 
Cheshire IV 
Berkshire 
Standby Leave 


Derbyshire II 
Derbyshire II 


English Bridge 
Standby Leave 
English Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
English Bridge 
Standby Leave 


Studying 


Standby Leave 
Dart America 
Dart America 


Herefordshire II 


Date 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


23/02/1977 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1960 
18/04/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


23/02/1977 


01/03/1975 
19/09/1975 
16/02/1976 


10/05/1965 


Name 


Farrell H 


Farrell R.1 


Farrimond M.J 


Farrington A 


Faulkner B 


Rank 


Carpenter 


Purser 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 


9th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


Radio Officer 


Ship 
Cheshire III 
Derbyshire III 
Cheshire III 
Cheshire III 


Standby Leave 
Standby Leave 
Standby Leave 


Herefordshire III 
Standby Leave 
Warwickshire 
Pacific Bridge 
Derbyshire III 
Warwickshire 
Studying 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Cheshire III 
Staffordshire III 
Standby Leave 
Cheshire III 
Yorkshire III 
Derbyshire III 
Studying 
Studying 


Standby Leave 
Hampshire 
Standby Leave 
Mersey Bridge 
Oxfordshire 
Lincolnshire 


Date 


15/11/1965 
01/10/1966 
20/05/1967 
21/11/1967 


15/03/1978 
27/09/1978 
30/04/1979 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Fawcett C.J 


Fawcett C.T 


Fawcus F 


Fazakerley W 


Feast A 


Rank 


Engineer Cadet 


Engineer Cadet 


Dept2 (Engine) 
Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


Carpenter 


3rd Officer 


Ship 


Studying 


Cheshire IV 
Studying 
Hampshire 
Studying 


Standby Leave 
Coventry City 
Derbyshire III 
Toronto City 
Herefordshire III 
Atlantic Bridge 
Warwickshire 
Standby Leave 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cambridgeshire 
Cambridgeshire 
Berkshire 
Standby Leave 
Standby Leave 
Berkshire 
Cambridgeshire 
Standby Leave 
Standby Leave 
Safe Esperia 
Standby Leave 


Yorkshire III 
Coventry City 


Berkshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Date 


13/10/1977 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/11/1967 
01/08/1971 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Feast A 


Feeney W 


Fell A.E 


Fenn H 


Fenn M 


Fenn M.H 


Rank 
3rd Officer 


Cook 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Butcher 
Dept5 (Victualling) 


Butcher 


Butcher 


Ship 
Cambridgeshire 
Berkshire 


Devonshire II 
Yorkshire IV 


Lincolnshire 


Standby Leave 
Warwickshire 
Pacific Bridge 
Lancashire IV 
Standby Leave 
English Bridge 
Hampshire 
Standby Leave 
Dart America 
Standby Leave 
Dart America 
Lincolnshire 
Devonshire II 
Oxfordshire 
Dart Atlantic 
Cheshire IV 
Dorsetshire 
Dart Atlantic 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Derbyshire II 
Standby Leave 
Standby Leave 


Staffordshire II 


Staffordshire II 
Staffordshire II 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 


01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/11/1957 
01/05/1958 
01/11/1958 


01/06/1956 


01/11/1956 
01/05/1957 


Name 


Fenton A.S 


Ferguson K 


Ferris P.J 


Ferris W.J 


Ferry M.J 


Ferry R 


Ferry W 


Ferry W.G 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Ext 2nd Officer 


6th Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 


2nd Radio Officer 


Dept4 (Radio) 


Radio Officer 


Radio Officer 


Ship 


Studying 
Studying 
Studying 
Studying 
Australian Bridge 
Herefordshire III 
Studying 
Devonshire II 
Wiltshire 
Hampshire 


English Bridge 


Lancashire IV 
Lancashire IV 


Derbyshire II 

Derbyshire II 

Derbyshire II 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


SS Oxfordshire 


Standby Leave 


Toronto City 
Toronto City 
Toronto City 
Toronto City 


Lancashire IV 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


16/02/1976 


01/03/1964 
14/10/1964 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/05/1958 


01/07/1970 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/03/1964 


Name 


Ferry W.J 


Ferry W.R 


Field D 


Fielding C.R 


Rank 


2nd Radio Officer 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 


Radio Officer 


Dept2 (Engine) 


Carpenter 


Ship 

Cheshire II 
Cheshire II 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Shropshire 
Cheshire III 
Yorkshire III 
Yorkshire III 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Lancashire IV 
Standby Leave 
Worcestershire III 
Worcestershire III 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Westminster Bridge 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Australian Bridge 
Lancashire IV 
Lincolnshire 

Dart Atlantic 

Dart Atlantic 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 


Dart America 


Standby Leave 


Toronto City 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
30/06/1969 
25/12/1969 
01/04/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 


23/02/1977 


01/11/1958 


01/12/1968 


Name 


Fieldsen L.B 


Fieldsend L 


Fieldsend L.B 


Fincher J 


Fincher M 


Fincher M.J 


Findlay A 


Rank 


Electrical Officer 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


7th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 
9th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Engineer Cadet 
Chief Eng Officer 


Engineer Cadet 
Chief Eng Officer 


Ship 


Gloucestershire 


Derbyshire III 
Derbyshire III 


Standby Leave 
Derbyshire III 
Warwickshire 
Warwickshire 


Worcestershire II 
Worcestershire II 


Worcestershire II 


Standby Leave 
Worcestershire II 
Worcestershire II 
Staffordshire II 


Gloucestershire 
Gloucestershire 
Gloucestershire 
Wiltshire 
Wiltshire 
Warwickshire 
Berkshire 
Wiltshire 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Lincolnshire 
Lincolnshire 
Studying 
Hampshire 
Standby Leave 
Studying 
Standby Leave 


Date 


01/05/1966 


01/10/1966 
19/02/1974 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/11/1957 
01/05/1958 


01/09/1959 


01/11/1956 
01/05/1957 
01/11/1958 
01/11/1958 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
18/09/1974 
01/03/1975 
01/03/1975 
19/09/1975 


Name 


Findlay A 


Findlay J 


Findlay J.W 


Findlay K.W 


Fines | 


Rank 
Chief Eng Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 
6th Eng Officer 
5th Eng Officer 


4th Eng Officer 


Ship 
Standby Leave 


Standby Leave 
Standby Leave 


SS Warwickshire 
Standby Leave 
Staffordshire III 


Standby Leave 
Staffordshire Ill 
Standby Leave 
Gloucestershire 


Studying 
Studying 
Worcestershire III 
Cheshire IV 
Studying 
Studying 
Atlantic Bridge 
Standby Leave 
Atlantic Bridge 
Yorkshire IV 
Oxfordshire 
Standby Leave 
Studying 
Cambridgeshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Dorsetshire 
Lancashire IV 


Standby Leave 
Derbyshire III 
Staffordshire III 
Staffordshire III 
Toronto City 


Date 


16/02/1976 
10/09/1976 
23/02/1977 


14/10/1964 
10/05/1965 
15/11/1965 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Finlay J 


Finlay R.A 


Finlayson E.M 


Finlayson G.F 


Finlayson J 


Rank 


4th Eng Officer 


9th Eng Officer 
6th Eng Officer 


Purser 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 


Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Jnr Eng Officer 


Carpenter 


Ship 


Gloucestershire 


Herefordshire II 
Gloucestershire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
SS Leicestershire 
Standby Leave 
Standby Leave 
Herefordshire II 
Herefordshire II 
Standby Leave 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Shropshire 
Shropshire 
Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 
Pacific Bridge 
Standby Leave 
Gloucestershire 


Standby Leave 
Standby Leave 


Cheshire III 
Cheshire III 
Gloucestershire 
Pacific Bridge 


Date 


01/03/1964 


14/10/1961 
01/03/1964 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


01/03/1975 
19/09/1975 


01/03/1964 
14/10/1964 
01/10/1966 
20/05/1967 


Name 


Finlayson J 


Finlinson H.M 


Firth M 


Rank 


Carpenter 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 


Jnr Eng Officer 
4th Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 


Ship 

Pacific Bridge 
Atlantic Bridge 
Pacific Bridge 
Pacific Bridge 
Ocean Bridge 
Ocean Bridge 


SS Warwickshire 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Staffordshire II 
Standby Leave 
Standby Leave 
SS Leicestershire 
Standby Leave 
Standby Leave 
Shropshire 
Yorkshire III 
Standby Leave 
Herefordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Toronto City 
Studying 
Standby Leave 
Studying 
Atlantic Bridge 
Wiltshire 
Lancashire IV 
Atlantic Bridge 
Studying 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
01/04/1973 
07/10/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Firth M 


Fish D.F 


Fisher D.P 


Fisher-Jones M 


Fitch M.F 


Fitch N.F 


Rank 
2nd Eng Officer 


Snr 3rd Officer 


Ext Snr 3rd Officer 


Engineer Cadet 


Jnr 2nd Elect Officer 


Inter 2nd Elect Officer 
Dept3 (Electrical) 


Dept1 (Deck) 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Ship 


Warwickshire 


Cheshire III 
SS Warwickshire 


Studying 
Cambridgeshire 
Studying 
Staffordshire IV 
Studying 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

Standby Leave 


Standby Leave 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Lancashire IV 
Standby Leave 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Standby Leave 
Gloucestershire 


Date 


13/10/1977 


01/05/1962 
01/03/1963 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/03/1964 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Fitzpatrick J 


Fitzsimmons J 


Fitzsimmons R 


Flavin D.P.R 


Fleetham S 


Fleetwood T 


Fletcher J 


Fletcher J.R 


Rank 


C.P.O 


Carpenter 


Jnr Eng Officer 
5th Eng Officer 


Ext 4th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Dept1 (Deck) 
Uncert Officer 


Electrical Officer 


Cook 


9th Eng Officer 
8th Eng Officer 
7th Eng Officer 
Dept2 (Engine) 
6th Eng Officer 


3rd Eng Officer 


Ship 


Devonshire II 


Devonshire | 
Devonshire | 
Devonshire | 


Warwickshire 
Toronto City 
Coventry City 
Herefordshire III 
Standby Leave 


Lancashire IV 
Lancashire IV 
Shropshire 
Standby Leave 
Worcestershire III 
Worcestershire III 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 


English Bridge 
Devonshire II 
Derbyshire III 


Worcestershire II 
Worcestershire II 
SS Leicestershire 
Standby Leave 
SS Oxfordshire 


Toronto City 


Date 


13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


10/09/1976 
13/10/1977 
15/03/1978 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/10/1972 


Name 


Fletcher P.W 


Fletcher R 


Fletcher W 


Fletcher W.G 


Fletcher W.H 


Rank 


2nd Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Captain 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


Radio Officer 


Radio Officer 


Dept4 (Radio) 


Radio Officer 
Dept4 (Radio) 


Dept4 (Radio) 


Ship 


Yorkshire III 
Wiltshire 
Standby Leave 
Standby Leave 
Shropshire 
Wiltshire 
Standby Leave 
Wiltshire 
Wiltshire 


Herefordshire II 
Herefordshire II 
Yorkshire III 
Studying 
Studying 


Derbyshire II 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Date 


22/06/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/03/1963 
01/03/1964 
10/05/1965 
01/05/1966 
01/10/1966 


01/09/1959 


01/06/1956 
01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


01/11/1957 


Name 


Fletecher R 


Flewitt W 


Flewitt W.T 


Flood H 


Flood L.M 


Foley B.J 


Folley W.D 


Rank 
Deck Cadet 


Ext 2nd Steward 


Dept5 (Victualling) 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 


Radio Officer 


Deck Cadet 


Uncert Officer 


Dept1 (Deck) 
3rd Officer 


Ship 
Yorkshire III 


Devonshire | 


Standby Leave 


Standby Leave 
SS Leicestershire 


Derbyshire II 


Standby Leave 
Standby Leave 
Canadian Bridge 
English Bridge 
Hampshire 
Ocean Bridge 
Dart America 
Cambridgeshire 
Devonshire II 
Berkshire 
Lincolnshire 
Staffordshire IV 
Berkshire 
Wiltshire 
Standby Leave 
Standby Leave 
Hampshire 
Hampshire 


Shropshire 
Derbyshire III 
Lancashire IV 
Herefordshire III 
Toronto City 
Toronto City 
Studying 
Shropshire 
Standby Leave 


Date 
14/10/1964 


01/10/1960 


18/04/1961 


14/10/1961 
01/05/1962 


01/03/1960 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


Name 


Folley W.D 


Foo S.P 


Foran J 


Ford A 


Ford A.J.K 


Ford H 


Ford J.L 


Rank 


Dept1 (Deck) 
3rd Officer 
2nd Officer 
Ext 2nd Officer 


Cook 


7th Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 
10th Eng Officer 
9th Eng Officer 


Ship 
Studying 
Toronto City 
Derbyshire III 
Ocean Bridge 


Cheshire IV 
Cheshire IV 


Staffordshire Ill 


Pacific Bridge 
Standby Leave 


Warwickshire 
Standby Leave 
Worcestershire III 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Cheshire IV 
Standby Leave 
Stirling Bridge 
Laid Up 
Standby Leave 
Herefordshire III 
Cambridgeshire 
Cambridgeshire 
Standby Leave 
Standby Leave 


Dart America 


Standby Leave 
Devonshire | 
Devonshire | 


Date 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


22/04/1983 
21/10/1983 


01/03/1964 


25/12/1969 
01/07/1970 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


29/04/1972 


01/11/1956 
01/05/1957 
01/11/1957 


Name 


Ford M 


Ford M.F 


Ford S.J.F 


Rank 


Deck Cadet 


Jnr 3rd Officer 


Snr 3rd Officer 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Ship 


Derbyshire II 

SS Warwickshire 
SS Warwickshire 
SS Oxfordshire 
SS Oxfordshire 
Devonshire | 

SS Oxfordshire 
Oxfordshire 
Worcestershire II 


Studying 
Studying 
Studying 
Studying 
Standby Leave 
Studying 
Hampshire 
Lancashire IV 
Derbyshire III 
Cheshire IV 
Studying 
Standby Leave 
Studying 
Herefordshire III 
Standby Leave 
Standby Leave 


Studying 
Studying 
Canadian Bridge 
Derbyshire III 
Dorsetshire 
Standby Leave 
Lincolnshire 
Standby Leave 
Lancashire IV 
Studying 
Standby Leave 
Standby Leave 
Safe Dominia 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


16/02/1976 
23/02/1977 
13/10/1977 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Ford S.T.F 


Foreman A 


Forrester B.A 


Forster G 


Forster T 


Forster T.H 


Forster W.H 


Foster S 


Foster T 


Rank 


Engineer Cadet 


Storekeeper 


Dept3 (Electrical) 
2nd Elect Officer 
Dept3 (Electrical) 
Electrical Officer 


Carpenter 


Dept5 (Victualling) 


7th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 


2nd Officer 


Dept5 (Victualling) 


Ship 


Herefordshire III 


Wiltshire 


Standby Leave 
Shropshire 

Standby Leave 
Herefordshire II 


Staffordshire Ill 


Standby Leave 


SS Leicestershire 
Studying 
Yorkshire III 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Staffordshire III 


Standby Leave 


Wiltshire 
Dorsetshire 
Staffordshire IV 
Dorsetshire 
Lancashire IV 
Studying 
Standby Leave 
Hampshire 
Lincolnshire 


Standby Leave 
Standby Leave 


Date 


15/03/1978 


01/03/1975 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


20/05/1967 


01/11/1956 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 


22/06/1968 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 
01/09/1959 


Name 


Fox L 


Frain O 


Frame W 


Francis B 


Francis C.D 


Frapwell K.G 


Frapwell K.G.A 


Fraser G.J 


Fraser K.A 


Rank 


2nd Steward 


Carpenter 


8th Eng Officer 


Electrical Officer 


3rd Officer 


2nd Officer 


Cook 


Cook 


Deck Cadet 


3rd Officer 


5th Eng Officer 


Ship 


SS Leicestershire 
SS Leicestershire 


Cheshire III 


Herefordshire III 


Dart Atlantic 
Dart America 
Standby Leave 


Standby Leave 
Standby Leave 
Mersey Bridge 
Lancashire IV 

Standby Leave 


Liverpool Bridge 
Wiltshire 
Standby Leave 


Liverpool Bridge 
Standby Leave 
Lincolnshire 
Staffordshire IV 
Standby Leave 
Staffordshire IV 
Devonshire II 


Wiltshire 
Worcestershire III 
Canadian Bridge 
Studying 
Standby Leave 
Dorsetshire 
Standby Leave 


Toronto City 


Date 


01/03/1964 
14/10/1964 


10/05/1965 


14/10/1964 


01/10/1972 
01/04/1973 
01/04/1973 


10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


10/09/1976 
23/02/1977 
21/10/1981 


13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
21/05/1981 
06/04/1982 
27/09/1982 


01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


22/06/1968 


Name 


Fraser K.A 


Fraser N 


Frazer C.J 


Frazer K.A 


Freeman P 


French D.I 


French M.A 


Frew T 


Rank 


Dept2 (Engine) 


2nd Officer 
Dept1 (Deck) 


Deck Cadet 


5th Eng Officer 
4th Eng Officer 


Radio Officer 


Engineer Cadet 


Engineer Cadet 


Jnr Eng Officer 


Pumpman 


Storekeeper 


Ship 


Standby Leave 


Standby Leave 
Standby Leave 


Standby Leave 


Atlantic Bridge 
Wiltshire 
Derbyshire III 


Coventry City 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Hampshire 
Berkshire 
Studying 
Studying 


Studying 
Studying 
Hampshire 
Standby Leave 
Studying 
Studying 
Studying 
Lancashire IV 
Standby Leave 


Ocean Bridge 
Liverpool Bridge 
Wiltshire 


Date 
01/07/1970 


01/04/1973 
07/10/1973 


16/02/1976 


01/12/1968 
25/12/1969 
01/04/1971 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 


23/02/1977 
13/10/1977 
06/04/1982 


Name 


Frew T 


Friery W 


Frost A.R 


Frost B 


Frost J.D 


Fry P 


Fry P.D 


Fuk L.W 


Full G 


Full G.E.S 


Fuller R.B 


Rank 


Storekeeper 


Cook 


Dept1 (Deck) 
2nd Officer 


Dept2 (Engine) 
Chief Eng Officer 


11th Eng Officer 
9th Eng Officer 


5th Eng Officer 


6th Eng Officer 


Cook 


2nd Elect Officer 


Dept3 (Electrical) 


Radio Officer 


Ship 


Standby Leave 
Devonshire II 


Wiltshire 


Standby Leave 
Cheshire III 


Standby Leave 
Staffordshire III 
Shropshire 

Staffordshire III 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Pacific Bridge 


Atlantic Bridge 


Berkshire 
Berkshire 
Berkshire 
Berkshire 
Cheshire IV 
Cheshire IV 


Toronto City 


Standby Leave 


Worcestershire III 
Berkshire 
Cheshire IV 
Standby Leave 
Standby Leave 


Date 


21/10/1983 
13/04/1984 


01/10/1972 


18/04/1961 
14/10/1961 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/05/1957 
01/11/1957 
01/05/1958 


30/06/1969 


01/12/1968 


10/09/1976 
23/02/1977 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 


30/06/1969 


25/12/1969 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Fuller R.B 


Fulton W.L 


Furnell A 


Furness J.M 


Fyans B.P 


Fyans B.R 


Fyans C.W.A 


Fynans B.P 


Gahan B 


Galbraith M.J 


Gall F.R 


Rank 
Radio Officer 


Butcher 


Cook 


Radio Officer 


Deck Cadet 
Deck Eng Officer 
Uncert Officer 
Dept1 (Deck) 

3rd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 

Dept1 (Deck) 


3rd Officer 


Jnr Eng Officer 


Uncert 3rd Officer 


Jnr Eng Officer 


Ship 


Standby Leave 


SS Warwickshire 
SS Warwickshire 


Dart Atlantic 


Wiltshire 


Yorkshire III 

SS Warwickshire 
Worcestershire III 
Studying 
Derbyshire III 
Yorkshire III 
Studying 
Worcestershire III 


Standby Leave 


Cheshire III 
Cheshire III 
Staffordshire III 
Toronto City 
Standby Leave 
Toronto City 
Standby Leave 


Gloucestershire 


Gloucestershire 
Pacific Bridge 


Lincolnshire 
Wiltshire 


Dorsetshire 


Date 


13/10/1977 


01/10/1960 
18/04/1961 


26/03/1980 


01/04/1973 


01/03/1964 
14/10/1964 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


10/05/1965 


10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/10/1966 


01/04/1971 
01/08/1971 


18/09/1974 
01/03/1975 


13/10/1977 


Name 


Gall | 


Gallacher H.W 


Gallacher M 


Gallagher D 


Gallagher D.A 


Gallagher L 


Gallagher L.A 


Gallagher W 


Ganguli S.G 


Ganguly J.K 


Ganguly J.N 


Ganguly S.G 


Garbutt N.W 


Rank 


Radio Officer 


2nd Eng Officer 
Dept2 (Engine) 


Jnr Eng Officer 


Jnr Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
Uncert 3rd Officer 


Dept2 (Engine) 


Jnr Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Serang (Engine) 


Serang (Engine) 


Serang (Engine) 


Serang (Engine) 


Dept2 (Engine) 


Ship 


Shropshire 


SS Warwickshire 
Standby Leave 


Yorkshire IV 
Staffordshire IV 


Westminster Bridge 


Warwickshire 
Studying 
Derbyshire III 
Standby Leave 
Dart Atlantic 
Studying 
Hampshire 


Standby Leave 


Montreal City 
Standby Leave 


Toronto City 


Warwickshire 


Shropshire 
Herefordshire III 


Herefordshire III 


Gloucestershire 


Studying 


Date 


21/11/1967 


01/03/1964 
14/10/1964 


26/03/1980 
18/09/1980 


01/04/1973 


01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


07/10/1973 


29/04/1972 
01/10/1972 


30/06/1969 


01/07/1970 


25/12/1969 
15/03/1978 


13/10/1977 


30/06/1969 


07/10/1973 


Name 


Garbutt W.N 


Garbutt W.W 


Gard R 


Gardener N.F 


Gardener N.P 


Gardner H 


Rank 


Cadet Act Jnr Eng Off 


Dept2 (Engine) 
Engineer Cadet 


5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


2nd Elect Officer 


3rd Eng Officer 


5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


Purser 


Ship 


Ocean Bridge 


Studying 
Studying 
Studying 
Derbyshire III 
Herefordshire III 
Studying 
Studying 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Devonshire II 
Studying 
Cambridgeshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Hampshire 
Wiltshire 
Yorkshire IV 


Toronto City 


Cheshire IV 
Standby Leave 


Oxfordshire 
Hampshire 
Studying 
Warwickshire 
Cheshire IV 


Cheshire II 
Cheshire II 


Date 


10/09/1976 


01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/04/1971 


10/09/1976 
23/02/1977 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/06/1956 
01/11/1956 


Name 


Gardner H 


Gardner M.A 


Garland M. 


Garland M.| 


Garland M.T 


Garner J.E 


Rank 


Dept5 (Victualling) 
Deputy Purser 


Purser 


Deck Cadet 


Bosun 


Bosun 


Bosun 
Dept1 (Deck) 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


Ship 

Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
SS Oxfordshire 


Studying 
Herefordshire III 
Devonshire II 
Studying 
Berkshire 
Yorkshire IV 
Studying 


Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 


Dart Atlantic 
Dart Atlantic 


Dart Atlantic 


Standby Leave 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Westminster Bridge 
Standby Leave 
Atlantic Bridge 
Pacific Bridge 


Date 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 
10/09/1976 
30/04/1979 
26/09/1979 
26/03/1980 


16/02/1976 
13/10/1977 


19/09/1975 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 


Name 


Garrett R 


Garrett R.G 


Garrey-Madden B 


Garroway J 


Garry-Madden J.F 


Garton A 


Gaskell J.O 


Gaskell W.G 


Gates V.J 


Gatis V.J 


Gaukrodger C.S 


Rank 
Dept3 (Electrical) 


Dept3 (Electrical) 


7th Eng Officer 


Jnr 3rd Officer 


Dept1 (Deck) 
Snr 3rd Officer 


6th Eng Officer 


5th Eng Officer 


Engineer Cadet 


Dept3 (Electrical) 
2nd Elect Officer 
Electrical Officer 


2nd Officer 


Snr 3rd Officer 
Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 
2nd Officer 
1st Officer 


2nd Officer 
Ext Chief Officer 


3rd Officer 


Ship 


Standby Leave 


Standby Leave 


SS Warwickshire 


Derbyshire II 
Derbyshire II 
Studying 

Devonshire | 


Derbyshire II 


SS Warwickshire 


Studying 


Studying 
Herefordshire II 
Herefordshire II 


Derbyshire II 


Herefordshire II 
Studying 
Studying 
Standby Leave 
Devonshire | 
Standby Leave 
Derbyshire II 
SS Oxfordshire 
SS Oxfordshire 
Devonshire | 
SS Leicestershire 


Standby Leave 
Australian Bridge 


Date 
14/10/1961 


18/04/1961 


01/05/1962 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


01/03/1963 


18/04/1961 


16/02/1976 


01/03/1963 
01/03/1963 
01/03/1964 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


10/09/1976 
23/02/1977 


Name 


Gaukrodger C.S 


Gauld J 


Gaunt K 


Gaunt K.T 


Gavin J.S 


Rank 
2nd Officer 


Chief Officer 


Jnr 2nd Elect Officer 
2nd Elect Officer 


4th Eng Officer 


Jnr Eng Officer 


2nd Eng Officer 
4th Eng Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Ext Chief Officer 
Chief Officer 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 
Staff Captain 


Ship 


Standby Leave 
Standby Leave 
Devonshire II 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Lancashire IV 
Herefordshire III 
Wiltshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Harold La Borde 


SS Oxfordshire 
Shropshire 


Standby Leave 


Ocean Bridge 
English Bridge 
Standby Leave 
Devonshire II 
Studying 
Standby Leave 
Standby Leave 


Pacific Bridge 
Atlantic Bridge 
Standby Leave 
Pacific Bridge 
Standby Leave 
Ocean Bridge 
Pacific Bridge 
Westminster Bridge 
Standby Leave 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Australian Bridge 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1962 
01/03/1963 


27/09/1978 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


Gavin J.S 


Gavin R.M 


Gavin R.M.R 


Gay S.H 


Gee E 


Geiringer E 


Rank 


Captain 


Jnr 3rd Officer 


Deck Cadet 


Dept1 (Deck) 


Deck Cadet 


Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Surgeon 


Ship 

Standby Leave 
Standby Leave 
Yorkshire IV 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Silver Bridge 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Head Office 
Standby Leave 


Staffordshire II 


Staffordshire II 
SS Leicestershire 
Studying 


Worcestershire II 
Worcestershire II 
Yorkshire III 
Yorkshire III 
Derbyshire II 


Coventry City 
Cheshire IV 
Standby Leave 
Studying 


Worcestershire II 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 


01/06/1956 
01/11/1956 
01/11/1957 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/11/1958 


Name 


George J 


George J.H 


Ghaffar A 


Ghafoor A 


Ghose N.R 


Ghosh A.K 


Ghosh N.R 


Ghoshdastidar N.R 


Gibbens B 


Gibbon G 


Gibbons H 


Gibbs P.A 


Gibson E.T 


Gibson F 


Rank 


Assistant Purser 


Assistant Purser 


Storekeeper 


Cook 


Serang (Engine) 


Cook 


Serang (Engine) 


Serang (Deck) 


10th Eng Officer 
8th Eng Officer 
7th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


Dept5 (Victualling) 


2nd Officer 


2nd Eng Officer 


7th Eng Officer 
6th Eng Officer 


Ship 
Devonshire | 
Devonshire | 


Devonshire | 


Herefordshire III 
Herefordshire III 


Lancashire IV 


Warwickshire 
Warwickshire 


Pacific Bridge 
Pacific Bridge 


Derbyshire III 
Derbyshire III 


Cambridgeshire 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Studying 


Standby Leave 


Standby Leave 


Coventry City 


Gloucestershire 
Derbyshire III 


Date 


01/10/1960 
18/04/1961 


14/10/1961 


10/09/1976 
23/02/1977 


26/09/1979 


19/09/1975 
16/02/1976 


01/04/1971 
01/08/1971 


30/06/1969 
25/12/1969 


15/03/1978 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/08/1971 


01/09/1959 


19/02/1974 


01/04/1973 


21/11/1967 
22/06/1968 


Name 


Gibson F 


Gibson H.N 


Gibson J.A 


Gibson K 


Gibson K.W 


Gibson M.J 


Gibson R 


Gibson R.A.D 


Gibson S.H 


Rank 


Dept2 (Engine) 
5th Eng Officer 
Cook 


2nd Officer 


Electrical Officer 
Trainee Elect Officer 
Electrical Officer 


4th Eng Officer 


Cook 


Carpenter 


6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Radio Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Ship 
Standby Leave 


Toronto City 
Devonshire II 


Mersey Bridge 


Standby Leave 
Dart America 
Standby Leave 
Cheshire IV 
Standby Leave 


Pacific Bridge 


Australian Bridge 


SS Leicestershire 


Cheshire II 
Studying 
Worcestershire II 


Herefordshire III 
Ocean Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Staffordshire III 
Yorkshire III 
Yorkshire III 
Lancashire III 
Lancashire III 
Shropshire 
Staffordshire III 
Studying 
Atlantic Bridge 


Date 


01/12/1968 
30/06/1969 
23/02/1977 


10/09/1976 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


25/12/1969 


13/10/1977 


18/04/1961 


01/06/1956 
01/11/1956 
01/05/1957 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Gibson S.H 


Gibson W 


Giddings E.R 


Gilbert J.L 


Gillespie |.W 


Rank 
3rd Officer 


Dept1 (Deck) 


3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Captain 
1st Officer 
Chief Officer 


Captain 


9th Eng Officer 


Carpenter 


Deck Cadet 


8th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Ship 

Pacific Bridge 
Staffordshire III 
Studying 

Ocean Bridge 
Worcestershire III 
Derbyshire III 
Atlantic Bridge 
Standby Leave 
Ocean Bridge 
Australian Bridge 
Studying 

English Bridge 
Ocean Bridge 
English Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 


Derbyshire II 


SS Leicestershire 


Lancashire IV 
Cheshire IV 
Studying 


Herefordshire II 
Herefordshire II 
Lancashire IV 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/05/1957 


01/03/1960 


10/09/1976 
23/02/1977 
13/10/1977 


01/05/1966 
01/10/1966 
20/05/1967 


Name 


Gillett R.B 


Gillis B 


Gilmore C 


Gilmour D.T 


Girven G.H 


Givens T 


Gladstone V 


Gledhill S,H 


Rank 
Deck Cadet 


3rd Officer 


Ext 2nd Officer 
3rd Eng Officer 
Ext 3rd Officer 
2nd Officer 


10th Eng Officer 
6th Eng Officer 


8th Eng Officer 
Dept2 (Engine) 


5th Eng Officer 
4th Eng Officer 


Jnr Eng Officer 


Jnr Eng Officer 
5th Eng Officer 


Cook 


Chief Officer 


Ship 

Standby Leave 
Studying 
Studying 
Standby Leave 
Herefordshire III 
Studying 
Stirling Bridge 
Dorsetshire 
Standby Leave 
Lincolnshire 
Devonshire II 
Wiltshire 
Lincolnshire 
Studying 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 


SS Oxfordshire 
Herefordshire II 


Herefordshire II 
Standby Leave 


Herefordshire II 
Yorkshire III 


Ocean Bridge 


Westminster Bridge 
Atlantic Bridge 
Westminster Bridge 


Harold La Borde 


Derbyshire III 


Date 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1962 
01/03/1963 


01/11/1956 
01/05/1957 


01/12/1968 
30/06/1969 


19/02/1974 


29/04/1972 
01/10/1972 
01/04/1973 


13/04/1984 


19/02/1974 


Name 


Gledhill S,H 


Gleeson G 


Glover G.F 


Glynn J 


Glynn K 


Rank 
Chief Officer 


Ext Chief Officer 
Chief Officer 


9th Eng Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Carpenter 


Carpenter 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Dart America 
Standby Leave 
Dart Atlantic 
Standby Leave 
Warwickshire 
Wiltshire 
Standby Leave 
Wiltshire 


Herefordshire II 


Derbyshire III 
Standby Leave 
Yorkshire III 
Toronto City 
Standby Leave 
Shropshire 
Oxfordshire 
Atlantic Bridge 
Westminster Bridge 
Berkshire 
Australian Bridge 
Cheshire IV 
Australian Bridge 
Canadian Bridge 
Studying 
Standby Leave 
Yorkshire IV 
Standby Leave 
Berkshire 
Derbyshire III 
Hampshire 


Ocean Bridge 


Westminster Bridge 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/05/1962 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


18/09/1974 


01/12/1968 


Name 


Glynn K 


Godfrey A,P 


Godfrey A.E 


Godfrey A.P 


Rank 


Carpenter 


P.O. 
Carpenter 


P.O. 


Chief Eng Officer 


4th Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


5th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
2nd Eng Officer 

Jnr Chief Eng Officer 
Chief Eng Officer 


Ship 

Derbyshire III 
Atlantic Bridge 
Pacific Bridge 
Westminster Bridge 
Standby Leave 
English Bridge 
English Bridge 
Ocean Bridge 
Atlantic Bridge 
Liverpool Bridge 
English Bridge 
Standby Leave 
Cambridgeshire 
Cambridgeshire 
Standby Leave 
Standby Leave 


Berkshire 


Coventry City 
Coventry City 


Studying 
Yorkshire III 
Cheshire III 
Cheshire III 
Worcestershire III 
Worcestershire III 
Derbyshire III 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 
Studying 
Studying 
Australian Bridge 
Oxfordshire 
Standby Leave 
Herefordshire III 


Date 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 
19/02/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/03/1980 
21/10/1981 
06/04/1982 


22/04/1983 


25/12/1969 
01/08/1971 


01/03/1963 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


Name 


Godfrey A.P 


Godsell F.W 


Golby R.M 


Golden D 


Goldsmith B 


Golembka F.M 


Gomes A 


Gomes J 


Rank 
Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


2nd Eng Officer 


9th Eng Officer 


Senior Motorman 


Jnr 3rd Officer 


4th Eng Officer 


Cook 


Cook 


Ship 

Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Derbyshire III 
Derbyshire IV 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Harold La Borde 


Worcestershire II 
Worcestershire II 
SS Warwickshire 


Devonshire | 
Devonshire | 


Dart Atlantic 


Derbyshire II 


Pacific Bridge 


Ocean Bridge 
Herefordshire III 


Staffordshire III 
Pacific Bridge 
Warwickshire 
Warwickshire 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 


01/06/1956 
01/11/1956 


27/09/1978 


01/09/1959 


01/10/1972 


01/07/1970 
18/09/1980 


25/12/1969 
01/07/1970 
19/09/1975 
16/02/1976 


Name 


Gomes L.D 


Gomes M 


Gomez J 


Good N.P.D 


Goodchild S.J 


Gooding J.E 


Rank 


Cook 


Cook 


Cook 


5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Jnr 3rd Officer 


Snr 3rd Officer 


Deck Cadet 


Dept1 (Deck) 


Ship 


Atlantic Bridge 
Ocean Bridge 
Ocean Bridge 
Dorsetshire 
Dorsetshire 


Warwickshire 
Derbyshire III 


Warwickshire 
Warwickshire 
Ocean Bridge 
Worcestershire III 


Wiltshire 
Standby Leave 
Worcestershire II 
Standby Leave 
Standby Leave 
Worcestershire III 
Herefordshire III 
Lincolnshire 
Standby Leave 
Warwickshire 
Lincolnshire 

Laid Up 

Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 


Herefordshire II 
Cheshire III 
Cheshire III 


Cheshire III 
Cheshire III 
Derbyshire III 
Standby Leave 


Date 


01/04/1971 
01/03/1975 
19/09/1975 
30/04/1979 
26/09/1979 


01/04/1971 
01/10/1972 


01/08/1971 
29/04/1972 
18/09/1974 
18/09/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


01/09/1959 
01/03/1960 
01/10/1960 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


Name 


Gooding J.E 


Gooding O 


Gordon A.T 


Gordon C 


Gordon H.B 


Gordon |.D 


Gordon J.H 


Rank 


Deck Cadet 
Uncert Officer 


Dept1 (Deck) 


Uncert Officer 
3rd Officer 


2nd Officer 


3rd Eng Officer 


Leading Steward 


Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


Jnr 3rd Officer 


Deck Cadet 


3rd Officer 


Jnr Eng Officer 


Ship 


Derbyshire III 
Coventry City 
Coventry City 
Studying 
Studying 
Coventry City 
Worcestershire III 
Atlantic Bridge 
Atlantic Bridge 
Standby Leave 
Standby Leave 


Harold La Borde 


Standby Leave 


Studying 


Shropshire 

SS Leicestershire 
Standby Leave 
Shropshire 
Shropshire 

SS Leicestershire 


Studying 
Cambridgeshire 
Standby Leave 
Studying 
Hampshire 
Lancashire IV 
Staffordshire IV 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 


Standby Leave 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
19/09/1975 
16/02/1976 


13/04/1984 


26/03/1980 


01/03/1963 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1964 


30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


16/02/1976 


Name 


Gordon J.M 


Goribullah 


Gorman E.P 


Gosden D.F.W 


Gosden D.W.F 


Gott R.W 


Goulbourne M.E 


Rank 


Jnr Eng Officer 


5th Eng Officer 


Cook 


Electrical Officer 


Captain 


Chief Officer 


Dept1 (Deck) 
Ext Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 
Captain 

Dept1 (Deck) 
Captain 


Chief Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Atlantic Bridge 


Toronto City 
Coventry City 


Lincolnshire 


Coventry City 
Coventry City 
Coventry City 
Coventry City 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 


Yorkshire IV 


Toronto City 
Standby Leave 
Derbyshire III 
Berkshire 
Herefordshire III 
Atlantic Bridge 
Oxfordshire 
Devonshire II 


Date 


01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 


29/04/1972 


01/04/1971 
29/04/1972 


01/10/1972 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


26/09/1979 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Goulbourne M.E 


Gove L.A 


Gow P.D 


Gowsell K 


Rank 
Radio Officer 


7th Eng Officer 


3rd Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 
2nd Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Ext Chief Officer 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Ship 
Oxfordshire 


Gloucestershire 


Yorkshire III 
Staffordshire III 
Warwickshire 
Standby Leave 
Derbyshire III 
Standby Leave 
Atlantic Bridge 
Pacific Bridge 
Studying 
Wiltshire 


Herefordshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Studying 
Standby Leave 
Shropshire 
Shropshire 
Cheshire III 
Studying 
Yorkshire III 
Shropshire 
Standby Leave 
Shropshire 
Staffordshire Il 
Staffordshire III 
Standby Leave 
Yorkshire III 
Standby Leave 
Shropshire 
Standby Leave 
Shropshire 
Yorkshire III 
Standby Leave 
Derbyshire III 
Standby Leave 


Date 


23/02/1977 


01/05/1966 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/10/1972 


Name 


Gowsell K 


Grace J.J 


Graham A 


Rank 


Captain 


Deck Cadet 


3rd Officer 


Chief Officer 
3rd Officer 


9th Eng Officer 


Ship 

Cheshire IV 
Berkshire 
Oxfordshire 
Standby Leave 
Derbyshire III 
Cheshire IV 
Standby Leave 
Standby Leave 
Lancashire IV 
Oxfordshire 
Lancashire IV 
Northamptonshire 
Cambridgeshire 
Standby Leave 
Cambridgeshire 
Cambridgeshire 
Standby Leave 


Standby Leave 
Herefordshire III 
Herefordshire III 
Studying 
Cheshire IV 
English Bridge 
Warwickshire 
Studying 
Derbyshire III 
Northamptonshire 
Devonshire II 
Standby Leave 
Studying 
Staffordshire IV 
Berkshire 
Studying 
Studying 
Cheshire IV 
Cheshire IV 
Standby Leave 
Standby Leave 


Derbyshire II 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/10/1960 


Name 


Graham A 


Graham A.J 


Graham J.J.A 


Graham K 


Graham P 


Graham W.E 


Grahamsahw J.J 


Grahamshaw J.J 


Grain K.D 


Grange | 


Grant A.A 


Rank 
8th Eng Officer 


Electrical Officer 


3rd Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


Jnr Eng Officer 
4th Eng Officer 


7th Eng Officer 


Jnr Eng Officer 


Carpenter 


Carpenter 


Dept2 (Engine) 


2nd Elect Officer 
Engineer Cadet 
Electrical Officer 


2nd Steward 


Ship 


Derbyshire II 


Toronto City 
Berkshire 


Herefordshire III 


English Bridge 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dorsetshire 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 


Pacific Bridge 


English Bridge 


Australian Bridge 


Toronto City 


Standby Leave 


Coventry City 
Toronto City 
Oxfordshire 
Lancashire IV 


Wiltshire 


Date 
18/04/1961 


01/10/1972 
01/04/1973 


14/10/1964 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


22/06/1968 


16/02/1976 


19/02/1974 


07/10/1973 


01/11/1958 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/07/1970 


Name 


Grattidge A.P 


Gray A.W 


Gray H 


Gray H.B 


Gray J.B 


Gray N 


Rank 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 


Ext 2nd Eng Officer 


Dept2 (Engine) 
7th Eng Officer 


6th Eng Officer 


Ath Radio Officer 


Dept4 (Radio) 
Ath Radio Officer 
Dept4 (Radio) 
3rd Radio Officer 
2nd Radio Officer 


Deck Cadet 


3rd Officer 


Ship 


Studying 
Studying 
Studying 
Studying 
Ocean Bridge 
Lancashire IV 
Studying 
Studying 
Lincolnshire 
Liverpool Bridge 
Staffordshire IV 
Standby Leave 


Montreal City 
Standby Leave 
Standby Leave 
Devonshire II 


Standby Leave 
SS Leicestershire 


SS Warwickshire 


Cheshire II 
Cheshire II 
Standby Leave 
Devonshire | 
Standby Leave 
Devonshire | 
Devonshire | 
Herefordshire II 
Herefordshire II 


Standby Leave 
Berkshire 
Studying 
Yorkshire IV 
Canadian Bridge 
Studying 
Herefordshire III 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


29/04/1972 
01/10/1972 
07/10/1973 
19/09/1975 


18/04/1961 
18/04/1961 


14/10/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Gray N 


Gray N.B 


Gray R 


Greaves A.J 


Greaves A.S 


Greaves D.T 


Greaves F 


Greaves F.W 


Greaves R 


Greaves T.H 


Green D 


Rank 
3rd Officer 


5th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
Ext 3rd Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Deck Cadet 


3rd Radio Officer 


Radio Officer 


Radio Officer 


Radio Officer 


2nd Radio Officer 


Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Ship 


Cambridgeshire 


SS Warwickshire 


Dart America 
Standby Leave 
Dart Atlantic 
Studying 


Standby Leave 


Warwickshire 
Herefordshire III 
Hampshire 
Studying 
Yorkshire IV 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


SS Leicestershire 


SS Leicestershire 
SS Leicestershire 
Derbyshire II 


SS Leicestershire 


Derbyshire III 
Herefordshire II 


Gloucestershire 
Gloucestershire 
Gloucestershire 


Date 


30/04/1979 


01/05/1962 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


13/10/1977 


27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/06/1956 


01/05/1957 
01/11/1957 
01/11/1958 


01/11/1956 


01/05/1966 
01/10/1966 


14/10/1964 
10/05/1965 
15/11/1965 


Name 


Green D.N 


Green E.J 


Green E.S 


Green F.R 


Green G.A 


Green H 


Rank 


2nd Elect Officer 


4th Eng Officer 


6th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ext 2nd Eng Officer 
2nd Eng Officer 


Carpenter 


Dept2 (Engine) 
Chief Eng Officer 


Ship 


Shropshire 


Yorkshire III 


Derbyshire III 
Gloucestershire 
Gloucestershire 


Standby Leave 
Studying 
Oxfordshire 
Standby Leave 
Standby Leave 
Herefordshire III 
Herefordshire III 
Hampshire 
Hampshire 
English Bridge 
Canadian Bridge 
Standby Leave 
Liverpool Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Derbyshire III 
Standby Leave 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 


SS Leicestershire 


Standby Leave 
Atlantic Bridge 
Derbyshire III 
Pacific Bridge 
Toronto City 


Date 


01/03/1964 


01/10/1966 


01/05/1966 
20/05/1967 
21/11/1967 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/11/1956 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


Name 


Green H 


Green M.D 


Green R 


Green R.D 


Green R.M 


Rank 
Chief Eng Officer 


Ext Chief Eng Officer 


Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


2nd Officer 
Dept1 (Deck) 


2nd Officer 


Dept2 (Engine) 


3rd Officer 

3rd Eng Officer 
Chief Officer 
Ext 2nd Officer 
2nd Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 


Ship 

Cheshire IV 
Oxfordshire 
Australian Bridge 
Dart America 
Standby Leave 
Dart America 
Dart America 
Dart America 
Canadian Bridge 
Dart America 
Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 
Cheshire IV 
Standby Leave 
Standby Leave 
Cheshire IV 


Westminster Bridge 
Standby Leave 
Standby Leave 
Gloucestershire 
Pacific Bridge 
Pacific Bridge 


Standby Leave 


Herefordshire III 
Devonshire II 
Studying 
Wiltshire 
Standby Leave 


Herefordshire II 
Cheshire II 
Devonshire | 
Derbyshire II 
Studying 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/05/1957 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 


Name 


Green W 


Greenall C.E 


Greenbank H 


Greenfield D 


Greenhalgh A 


Rank 


Bosun 


Deck Cadet 


3rd Officer 


Cook 


Deck Cadet 


Uncert Officer 


Dept1 (Deck) 
2nd Officer 


Captain 


Chief Officer 


Ship 


Toronto City 
Toronto City 


Standby Leave 
Lancashire IV 
English Bridge 
Studying 
Hampshire 
Berkshire 
Standby Leave 
Northamptonshire 
Hampshire 
Yorkshire IV 
Cambridgeshire 
Standby Leave 
Devonshire II 


Devonshire II 


Derbyshire II 
Shropshire 
Shropshire 
Shropshire 


Standby Leave 
Standby Leave 
Derbyshire III 
Hampshire 
Studying 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Staffordshire IV 
Lincolnshire 
Lincolnshire 


Date 


30/06/1969 
25/12/1969 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


30/04/1979 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Greenhalgh K 


Greenhalgh R.M.T 


Greening J.F 


Greening J.P 


Greenland T.V.W 


Gregory H 


Gregory W.D 


Greig G 


Gresham W.H 


Grey A.W 


Grey E.H 


Rank 


7th Eng Officer 
6th Eng Officer 


5th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


2nd Officer 


Chief Officer 


Radio Officer 
Purser 


7th Eng Officer 


8th Eng Officer 


Bosun 


3rd Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Chief Eng Officer 


Captain 


Ship 
Gloucestershire 
Gloucestershire 
Atlantic Bridge 
Warwickshire 


Standby Leave 
Standby Leave 


Coventry City 


Oxfordshire 


Derbyshire III 
Derbyshire III 


SS Leicestershire 


Herefordshire II 


Wiltshire 


Staffordshire III 
Staffordshire Ill 
Studying 
Studying 
Warwickshire 
Worcestershire III 
Standby Leave 


Studying 


Atlantic Bridge 
Standby Leave 
Pacific Bridge 
Arya Bod 
Atlantic Bridge 
Canadian Bridge 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


07/10/1973 
19/02/1974 


01/07/1970 


18/09/1974 


01/10/1972 
01/04/1973 


01/10/1960 


01/10/1966 


01/12/1968 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/04/1973 


29/04/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Grey E.H 


Grey R 


Grey R.W 


Rank 


Captain 


Ext 2nd Steward 
Dept5 (Victualling) 
2nd Steward 


Dept5 (Victualling) 
Purser 


2nd Steward 


Dept5 (Victualling) 


Purser 
Dept5 (Victualling) 


Purser 
Dept5 (Victualling) 


Purser 


Dept5 (Victualling) 
Purser 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Mersey Bridge 
Dorsetshire 
Cambridgeshire 
Berkshire 
Standby Leave 
Dorsetshire 
Standby Leave 


SS Oxfordshire 
Oxfordshire 
Standby Leave 
SS Leicestershire 
Standby Leave 
Cheshire III 


Worcestershire II 
Worcestershire II 
SS Warwickshire 
Standby Leave 
Standby Leave 
Shropshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Toronto City 
Coventry City 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Derbyshire III 


Date 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 


01/09/1959 
01/03/1960 
14/10/1961 
01/05/1962 
01/03/1963 
15/11/1965 


01/10/1960 
18/04/1961 
01/03/1964 
14/10/1964 
10/05/1965 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Grey R.W 


Griffith H.V 


Griffith K.F 


Griffiths D.A.G 


Griffiths D.G 


Griffiths K.F 


Griffiths P 


Griggs M.R 


Rank 


Purser 


Dept2 (Engine) 
2nd Eng Officer 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
12th Eng Officer 


2nd Officer 
Chief Officer 


Deck Cadet 


6th Eng Officer 


Ext 2nd Officer 


2nd Eng Officer 
Chief Eng Officer 


Ship 
Warwickshire 
Lancashire IV 
English Bridge 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Herefordshire III 
Standby Leave 
Lancashire IV 
Berkshire 


Studying 
Westminster Bridge 
Wiltshire 

Standby Leave 
Lincolnshire 
Atlantic Bridge 
Standby Leave 
English Bridge 


Standby Leave 
SS Oxfordshire 


Shropshire 
Shropshire 
Yorkshire III 
Staffordshire III 


Standby Leave 
Standby Leave 


SS Oxfordshire 


Dart America 


Standby Leave 
Derbyshire III 
Worcestershire III 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/03/1960 
01/10/1960 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


18/09/1974 
19/09/1975 


18/04/1961 


29/04/1972 


19/02/1974 
18/09/1974 
01/03/1975 


Name 


Griggs M.R 


Grimster T 


Grimster T.H 


Grindlay R 


Grindlay R.M 


Grindley R.M 


Grinton G.E 


Grosvenor N 


Rank 


Chief Eng Officer 


2nd Elect Officer 
Electrical Officer 


Dept3 (Electrical) 


2nd Elect Officer 


Electrical Officer 


4th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


4th Eng Officer 


Carpenter 


Dept2 (Engine) 
6th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Ship 
Oxfordshire 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Berkshire 
Cambridgeshire 
Herefordshire III 
Berkshire 


Derbyshire II 
Herefordshire II 


Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Gloucestershire 
Gloucestershire 
Gloucestershire 


Cheshire III 
Standby Leave 
Shropshire 
Yorkshire III 
Staffordshire III 
Staffordshire III 
Staffordshire III 


Cheshire III 
Cheshire III 


Herefordshire III 


Standby Leave 
Lancashire IV 

Standby Leave 
Atlantic Bridge 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/09/1959 
01/03/1960 


01/11/1957 
01/05/1958 
01/11/1958 
01/10/1960 


14/10/1964 
10/05/1965 
01/05/1966 


01/05/1962 
01/03/1963 
01/03/1964 
15/11/1965 
01/10/1966 
22/06/1968 
01/12/1968 


20/05/1967 
21/11/1967 


14/10/1964 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Grosvenor N 


Grove C 


Grundy R.E 


Guiness G 


Gulliver S 


Gunn J.S 


Rank 
4th Eng Officer 


Pumpman 


Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


4th Eng Officer 


Jnr Eng Officer 


2nd Steward 


Purser 


Deck Cadet 


Ext 3rd Officer 
3rd Officer 
Ext 2nd Officer 
2nd Officer 


Chief Officer 


Ship 


Worcestershire III 


Ocean Bridge 


Standby Leave 
Canadian Bridge 
Standby Leave 
Dart Atlantic 
Northamptonshire 
Yorkshire IV 
Devonshire II 
Lancashire IV 


Toronto City 


Pacific Bridge 
Ocean Bridge 
Standby Leave 
Wiltshire 
Derbyshire III 


Atlantic Bridge 
Herefordshire III 
Standby Leave 
Warwickshire 
Australian Bridge 
Yorkshire IV 
Cheshire IV 
Derbyshire III 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Studying 
Dorsetshire 
Studying 
Standby Leave 
Standby Leave 
Yorkshire IV 
Yorkshire IV 


Date 


30/06/1969 


18/09/1974 


23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/07/1970 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Gupta A.R.D 


Gupta P.R.D 


Gupta R 


Gupta S.D 


Gurney F.C 


Gurney F.G 


Guthrie A 


Rank 


Serang (Engine) 


Serang (Engine) 


Pumpman 


Serang (Deck) 
C.P.O 


Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


Chief Officer 
Dept1 (Deck) 


Chief Officer 


Captain 


Dept1 (Deck) 


Chief Eng Officer 


Ship 


Ocean Bridge 


Herefordshire III 
Herefordshire III 
Herefordshire III 


Mersey Bridge 
Mersey Bridge 


Lancashire IV 
Dorsetshire 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Shropshire 
Studying 
Worcestershire II 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Standby Leave 
Gloucestershire 
Gloucestershire 
Yorkshire III 
Shropshire 
Shropshire 
Yorkshire III 
Standby Leave 


Herefordshire II 
Herefordshire II 
Herefordshire II 


Date 


23/02/1977 


18/09/1974 
10/09/1976 
23/02/1977 


23/02/1977 
13/10/1977 


30/06/1969 
06/04/1982 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


01/06/1956 
01/11/1956 
01/05/1957 


Name 


Guthrie A 


Gwynne R 


Hacking A.L 


Hadden D 


Haddock C.M 


Haden R.D 


Rank 
Chief Eng Officer 


Jnr Eng Officer 


2nd Elect Officer 
Electrical Officer 


7th Eng Officer 


Trainee Elect Officer 


Dept2 (Engine) 
6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Ship 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Cheshire III 
Cheshire III 
Lancashire IV 
Lancashire IV 


Dart Atlantic 


Westminster Bridge 
Warwickshire 
Worcestershire III 


Yorkshire III 


Lancashire IV 


Standby Leave 
Gloucestershire 
Standby Leave 
Worcestershire III 
Worcestershire III 
Wiltshire 
Standby Leave 
Standby Leave 
Toronto City 
Studying 

Ocean Bridge 
Ocean Bridge 
Standby Leave 


Date 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


23/02/1977 


01/04/1971 
01/08/1971 
01/04/1973 


01/03/1964 


18/09/1974 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Haden R.O 


Hadfield A 


Hagan B 


Haggerston A 


Haggerty W.M 


Hagley R.L 


Rank 
4th Eng Officer 


2nd Elect Officer 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


Bosun 


Dept1 (Deck) 
Chief Officer 


Captain 


Dept1 (Deck) 
Captain 


Ship 


Standby Leave 


Westminster Bridge 


Dart Atlantic 


English Bridge 
Herefordshire III 
Canadian Bridge 
English Bridge 
Studying 
Standby Leave 
Standby Leave 
Stirling Bridge 
Devonshire II 
Standby Leave 
Standby Leave 
Staffordshire IV 
Lincolnshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Safe Esperia 


Coventry City 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Shropshire 
Standby Leave 
Yorkshire III 
Lancashire IV 
Yorkshire III 


Date 
01/04/1973 


29/04/1972 


13/10/1977 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


25/12/1969 


01/11/1956 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Hagley R.L 


Hague J.R 


Haig T 


Haig T.B 


Haigh D 


Haigh F.D 


Rank 
Captain 
Dept1 (Deck) 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 


Chief Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Cook 


Cook 


Ship 


Cheshire III 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Staffordshire III 
Atlantic Bridge 
Derbyshire III 
Westminster Bridge 
Coventry City 
Dart Atlantic 
Standby Leave 


SS Leicestershire 


Cheshire II 
Cheshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
SS Leicestershire 
SS Leicestershire 


Hampshire 
Wiltshire 


Standby Leave 
Lincolnshire 
Hampshire 
Cheshire IV 
Lincolnshire 


Date 


10/05/1965 
15/11/1965 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


01/05/1957 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


06/04/1982 
27/09/1982 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Haigh R.A 


Haigh T.C 


Haines J 


Hale D.J 


Rank 


Deck Cadet 


3rd Officer 


2nd Radio Officer 


Dept4 (Radio) 


Deck Cadet 


3rd Officer 
Deck Cadet 


3rd Officer 


C.P.O 


Ship 


Standby Leave 
Standby Leave 
Warwickshire 
Devonshire II 
Studying 
Devonshire II 
Dorsetshire 
Standby Leave 
Standby Leave 
Staffordshire IV 
Wiltshire 
Studying 
Studying 
Herefordshire III 
Standby Leave 
Studying 
Studying 

Harold La Borde 


Yorkshire III 
Yorkshire III 
Standby Leave 


Standby Leave 
Lancashire IV 
Standby Leave 
Studying 
Hampshire 
Oxfordshire 
Silver Bridge 
Standby Leave 
Standby Leave 
Hampshire 


Wiltshire 
Lincolnshire 
Australian Bridge 
Devonshire II 
Wiltshire 
Wiltshire 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/11/1965 
01/05/1966 
01/10/1966 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


Name 


Hale D.J 


Hale S.L 


Haley G.S 


Hall D.A 


Hall D.E 


Hall J 


Hall J.-L 


Hall J.R 


Hallam D 


Rank 
C.P.O 


Dept2 (Engine) 


Deck Cadet 


Chief Officer 


8th Eng Officer 


Engineer Cadet 


Electrical Officer 
Senior Elect Officer 
Electrical Officer 


Dept2 (Engine) 


Electrical Officer 


Ship 
Lincolnshire 
Devonshire II 
Lincolnshire 
Hampshire 
Wiltshire 
Standby Leave 
Standby Leave 
Studying 
Hampshire 
Wiltshire 
Standby Leave 


Standby Leave 
Studying 


Standby Leave 
Herefordshire III 
Staffordshire IV 
Lancashire IV 
Studying 
Cheshire IV 


English Bridge 


Herefordshire II 
Herefordshire II 


Yorkshire III 


Australian Bridge 
Silver Bridge 
Lincolnshire 
Dorsetshire 
Standby Leave 


Studying 


Standby Leave 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1963 
01/03/1963 


15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


13/10/1977 


01/03/1960 
01/10/1960 


14/10/1964 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 


01/03/1963 


10/09/1976 


Name 


Hallam D 


Hallam G.| 


Hallam | 


Hallatt M.J 


Hallett M.J 


Hallgreen J.L 


Hallgren J.L 


Halligan J 


Halliwell K.B 


Halsall M 


Hambly N.B 


Rank 


Electrical Officer 


Cargo Engineer 


Electrical Officer 


Radio Officer 


4th Eng Officer 


Dept2 (Engine) 


Cook 


Radio Officer 


Deck Cadet 


5th Eng Officer 
4th Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Lancashire IV 
Stirling Bridge 
Lancashire IV 
Derbyshire III 
Berkshire 
Yorkshire IV 


Lincolnshire 
Standby Leave 


Studying 


Standby Leave 
Lancashire IV 


Lancashire IV 


Standby Leave 


Australian Bridge 


Standby Leave 
English Bridge 
Standby Leave 
Ocean Bridge 
Berkshire 
Hampshire 


Studying 
Lancashire IV 


Ocean Bridge 
Cheshire IV 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


15/03/1978 
27/09/1978 


26/03/1980 


13/10/1977 
15/03/1978 


21/11/1967 


20/05/1967 


23/02/1977 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


18/09/1980 
21/05/1981 


19/02/1974 
18/09/1974 


Name 


Hambly N.B 


Hamer E 


Hamer E.P 


Hamid A 


Hamilton B 


Hamilton B.A 


Hampson A 


Hancock P.F 


Rank 


4th Eng Officer 
2nd Eng Officer 


Cook 
Purser 


Purser 


Cook 


2nd Elect Officer 


2nd Elect Officer 
Electrical Officer 


Dept2 (Engine) 
6th Eng Officer 


Chief Eng Officer 


Ship 


Hampshire 
Studying 


Toronto City 
Wiltshire 
Toronto City 
Coventry City 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Lincolnshire 
Staffordshire IV 
Wiltshire 
Wiltshire 
Standby Leave 


English Bridge 
Australian Bridge 
Standby Leave 
Canadian Bridge 
Cambridgeshire 
Cambridgeshire 
Wiltshire 


Shropshire 


Devonshire | 
Devonshire | 
Derbyshire II 


Derbyshire II 
SS Leicestershire 


Standby Leave 
Atlantic Bridge 


Lincolnshire 


Date 


01/03/1975 
19/09/1975 


25/12/1969 
01/10/1972 
01/04/1973 
07/10/1973 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 


19/02/1974 
18/09/1974 
01/03/1975 
10/09/1976 
15/03/1978 
27/09/1978 
18/09/1980 


01/10/1972 


01/06/1956 
01/11/1956 
01/11/1957 


01/05/1957 
01/05/1958 


01/12/1968 
30/06/1969 


01/10/1972 


Name 


Hancock P.F 


Hand P.A 


Hank 


Hanks W.R 


Hanlen B.A 


Hanley F 


Hanley P 


Hann R.E 


Rank 
Chief Eng Officer 


Radio Officer 


5th Eng Officer 


Ext 5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


3rd Officer 


Dept1 (Deck) 
2nd Officer 


Carpenter 


C.P.O 


Deck Cadet 


Dept1 (Deck) 


Ship 

Wiltshire 
Hampshire 
Standby Leave 
Devonshire II 
Hampshire 
Dart Atlantic 
Standby Leave 


Standby Leave 


Atlantic Bridge 
Oxfordshire 
Lincolnshire 
Standby Leave 
Lincolnshire 
Wiltshire 


Westminster Bridge 
Pacific Bridge 
Berkshire 

Studying 

Pacific Bridge 


Shropshire 
Yorkshire III 
Staffordshire III 


Australian Bridge 
Standby Leave 


Derbyshire II 
Herefordshire II 
Herefordshire II 
SS Oxfordshire 
Cheshire III 
Studying 
Standby Leave 


Date 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


18/09/1974 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/03/1963 
01/12/1968 
01/07/1970 


23/02/1977 
27/09/1978 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Hann R.E 


Hanna W 


Hansen F.G 


Hansen K.A 


Hanson F.G 


Haque K.M 


Harding D 


Harding G 


Harding J.E 


Rank 
Snr 3rd Eng Officer 


7th Eng Officer 


Dept1 (Deck) 
2nd Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


3rd Officer 


Chief Eng Officer 


Serang (Deck) 


Electrical Officer 


2nd Elect Officer 


Radio Officer 


Ship 
Cheshire III 


Westminster Bridge 


Standby Leave 
Warwickshire 
Berkshire 
Coventry City 
Standby Leave 
Standby Leave 
English Bridge 
Oxfordshire 
Standby Leave 
Australian Bridge 
Yorkshire IV 
Liverpool Bridge 
Yorkshire IV 
Derbyshire III 
Standby Leave 
Derbyshire III 


Shropshire 


Standby Leave 


Shropshire 
Gloucestershire 


Toronto City 


Worcestershire II 


Ocean Bridge 
Hampshire 
Australian Bridge 
Staffordshire IV 
Devonshire II 
Standby Leave 


Date 
14/10/1961 


25/12/1969 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


30/06/1969 


23/02/1977 


30/06/1969 
25/12/1969 


30/06/1969 


01/09/1959 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


Name 


Harding J.E 


Harding V 


Harding V.T 


Hardman B.J 


Hardy F 


Hardy J 


Hardy J.R 


Hardy P.S 


Hargreaves W.J.M 


Rank 
Radio Officer 


Electrical Officer 


Electrical Officer 


Cook 


Radio Officer 


2nd Elect Officer 
4th Eng Officer 


3rd Eng Officer 


Dept3 (Electrical) 


Chief Officer 


Deck Cadet 


3rd Officer 


Ship 


Devonshire II 
Hampshire 


Pacific Bridge 


Westminster Bridge 
Pacific Bridge 


Derbyshire IV 


Derbyshire II 


SS Warwickshire 
Oxfordshire 
Hampshire 
Lincolnshire 
Berkshire 


Studying 


Berkshire 

Atlantic Bridge 
Canadian Bridge 
Standby Leave 
Standby Leave 
Oxfordshire 
Northamptonshire 
Dorsetshire 
Standby Leave 
Standby Leave 


Warwickshire 
Cheshire IV 
Studying 
Devonshire II 
Standby Leave 
Canadian Bridge 
Silver Bridge 


Date 


26/09/1979 
26/03/1980 


01/12/1968 


25/12/1969 
01/07/1970 


18/09/1980 


01/06/1956 


01/03/1963 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 


01/03/1963 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


Name 


Hargreaves W.J.M 


Harkness L 


Harper R 


Harris A.V 


Harris J 


Rank 
3rd Officer 


2nd Officer 


Electrical Officer 


Electrical Officer 


Chief Steward 
Dept5 (Victualling) 
Chief Steward 


Dept5 (Victualling) 


7th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Ship 

Yorkshire IV 
Standby Leave 
Standby Leave 
Hampshire 
Studying 
Wiltshire 
Studying 
Standby Leave 
Hampshire 
Yorkshire IV 
Standby Leave 


Shropshire 


Cheshire II 
Cheshire II 


Cheshire II 

Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Westminster Bridge 
Standby Leave 
Atlantic Bridge 
Derbyshire III 
Standby Leave 
Shropshire 
Oxfordshire 
Standby Leave 
Berkshire 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1971 


01/06/1956 
01/11/1956 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 


Name 


Harris J 


Harris K.W 


Harris S.M 


Harris S.N 


Harris W 


Harrison G 


Harrison G.J.C 


Harrison |.D 


Rank 
3rd Eng Officer 


Trainee Elect Officer 
Deck Cadet 
Dept1 (Deck) 


Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 
3rd Officer 


2nd Officer 


Captain 


2nd Officer 


Chief Officer 


Electrical Officer 


8th Eng Officer 


Dept2 (Engine) 


7th Eng Officer 


Ship 
Lincolnshire 
English Bridge 
Berkshire 


Ocean Bridge 


Studying 


Studying 
Worcestershire III 
Berkshire 
Studying 
Worcestershire III 
Worcestershire III 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Northamptonshire 
Dorsetshire 
Studying 
Studying 
Studying 
Staffordshire IV 
Hampshire 
Hampshire 
Staffordshire IV 
Standby Leave 
Studying 
Staffordshire IV 
Standby Leave 


Standby Leave 


Derbyshire II 


Studying 


Pacific Bridge 


Date 


07/10/1973 
19/02/1974 
18/09/1974 


23/02/1977 


19/09/1975 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 


01/06/1956 


01/11/1956 


20/05/1967 


Name 


Harrison M 


Harrison M.D 


Harrison P 


Harrison S.H 


Harrison W.J 


Hart M.H 


Hart P.D 


Rank 


6th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Jnr Eng Officer 


4th Eng Officer 
Ext 4th Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 


Troop Officer 


Deck Cadet 


3rd Officer 


Deck Cadet 


Ship 


Warwickshire 
Standby Leave 


Standby Leave 
Studying 
Hampshire 
Cambridgeshire 


Ocean Bridge 
Standby Leave 
Berkshire 
Lincolnshire 


Coventry City 
Standby Leave 
Lancashire IV 
Standby Leave 


Devonshire | 


Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Cambridgeshire 
Lancashire IV 
Herefordshire III 
Staffordshire IV 
Dorsetshire 
Standby Leave 
Studying 
Berkshire 
Standby Leave 


Studying 
Lancashire IV 
Standby Leave 


Date 


21/11/1967 
22/06/1968 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


14/10/1961 


23/02/1977 
13/10/1977 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 
15/03/1978 
27/09/1978 


Name 


Hartharn P.J 


Harthorn P.J 


Hartley B.C 


Hartley M 


Rank 
Dept2 (Engine) 


4th Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 
Chief Eng Officer 


2nd Eng Officer 
Chief Eng Officer 


Engineer Cadet 


2nd Elect Officer 


Engineer Cadet 
5th Eng Officer 


Ship 


Studying 
Standby Leave 
Warwickshire 
Warwickshire 
Westminster Bridge 
Studying 
Standby Leave 
Worcestershire III 
Oxfordshire 
Pacific Bridge 
Standby Leave 
Ocean Bridge 
Standby Leave 
Studying 
Standby Leave 
Yorkshire IV 
Ocean Bridge 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Studying 
Yorkshire IV 
Studying 
Lancashire IV 
Hampshire 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 


Yorkshire III 


Cheshire III 
Cheshire III 


Derbyshire III 
Montreal City 


Date 


01/03/1963 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/11/1965 


01/03/1964 
14/10/1964 


01/04/1971 
29/04/1972 


Name 


Hartley M 


Hartley M.R 


Hartley M.R.W 


Hartley M.W.R 


Hartley R.W 


Harvey C.A 


Rank 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


4th Eng Officer 


Dept2 (Engine) 


Ship 

Standby Leave 
Warwickshire 
Derbyshire III 
Arya Bod 
Studying 
Studying 
Studying 


Staffordshire III 
Atlantic Bridge 


Studying 
Studying 
Australian Bridge 
Herefordshire III 
Standby Leave 
Cheshire IV 
Standby Leave 
Studying 
Northamptonshire 
Studying 
Dorsetshire 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 


Dorsetshire 


Studying 
Studying 
Studying 
Studying 


Lancashire III 
Lancashire III 
Standby Leave 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 


25/12/1969 
01/07/1970 


21/11/1967 
30/06/1969 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 


01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 


01/05/1966 
01/10/1966 
20/05/1967 


Name 


Harvey C.A 


Harvey S 


Haselden R 


Haslam N 


Haslegrove | 


Hassall C.M 


Rank 


4th Eng Officer 
3rd Eng Officer 


Deck Cadet 


3rd Officer 


2nd Officer 


Dept5 (Victualling) 


Deck Cadet 


Ext 12th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Ship 


Derbyshire III 
Atlantic Bridge 


Arya Bod 
Herefordshire III 
Devonshire II 
Standby Leave 
Studying 
Wiltshire 
Studying 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Cheshire IV 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Lincolnshire 
Standby Leave 
Trinidad & Tobago 


Standby Leave 


Atlantic Bridge 


SS Oxfordshire 


Studying 
Studying 
Cheshire IV 
Studying 
Herefordshire III 
Studying 
Studying 
Hampshire 
Dorsetshire 


Date 


21/11/1967 
22/06/1968 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1957 


01/03/1975 


01/05/1958 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Hassall C.M 


Hassib A 


Hatch N 


Hatton E 


Havery D.M 


Hawker H 


Hay F 


Rank 


Jnr Eng Officer 


4th Eng Officer 


Serang (Deck) 


5th Eng Officer 
Ext 4th Eng Officer 


Baker 
Dept5 (Victualling) 


Deck Cadet 


Butcher 


Dept5 (Victualling) 


2nd Eng Officer 


Ship 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Lincolnshire 


Derbyshire III 


Ocean Bridge 
Wiltshire 


Devonshire | 
Standby Leave 


Standby Leave 
Herefordshire III 
Worcestershire III 
Studying 
Hampshire 
Cheshire IV 
Studying 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 


Coventry City 


Date 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 


01/07/1970 
01/04/1971 


01/05/1958 
01/09/1959 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


21/11/1967 


Name 


Hay |.D 


Hay N.W 


Hay W 


Rank 


Trainee Radio Officer 


Radio Officer 


Engineer Cadet 


Jnr Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ship 

Lincolnshire 
Standby Leave 
Worcestershire III 
Standby Leave 
Lancashire IV 
Standby Leave 
Dorsetshire 
Standby Leave 


Studying 
Studying 
Stirling Bridge 
Studying 
Warwickshire 
Studying 
Studying 
Staffordshire IV 
Standby Leave 


Yorkshire III 
Standby Leave 
Worcestershire III 
Studying 
Studying 
Wiltshire 
Cheshire IV 
Warwickshire 
Lincolnshire 
Standby Leave 
Oxfordshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 
Standby Leave 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Hay W 


Haydock B 


Haydock B.V 


Hayes A.J 


Hayes S.G 


Hayter B.J 


Rank 
2nd Eng Officer 


5th Eng Officer 


4th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 
Dept2 (Engine) 


Jnr 3rd Officer 
Dept1 (Deck) 
2nd Officer 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Ship 


Standby Leave 
Standby Leave 


Worcestershire II 
Worcestershire II 
Derbyshire II 


Herefordshire II 
Standby Leave 
Standby Leave 
Studying 
Derbyshire II 
Standby Leave 


SS Warwickshire 
Standby Leave 
Herefordshire III 
Herefordshire II 


Atlantic Bridge 
Derbyshire III 
Yorkshire IV 
Standby Leave 
Oxfordshire 
Standby Leave 


Studying 
Studying 
Berkshire 
Standby Leave 
Studying 
Studying 
Studying 
Standby Leave 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 


Date 


30/04/1979 
26/09/1979 


01/11/1957 
01/05/1958 
01/03/1960 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1958 
01/09/1959 
01/10/1960 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
22/04/1983 


Name 


Hayter B.J 


He L 


Head C.R 


Head G.R 


Head J.J 


Heard J.H 


Hearn J 


Hearn J.H 


Rank 
4th Eng Officer 


Cook 


Deck Cadet 


2nd Officer 


Deck Cadet 


3rd Officer 


2nd Officer 
Chief Officer 
2nd Officer 


Trainee Radio Officer 


Radio Officer 


2nd Eng Officer 


2nd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


Ship 


Berkshire 
Standby Leave 


Yorkshire IV 


Standby Leave 
Warwickshire 
Studying 


Studying 
Studying 
Hampshire 
Standby Leave 
Studying 
Dorsetshire 
Standby Leave 
Lincolnshire 
Wiltshire 
Standby Leave 
Studying 
Standby Leave 
Studying 
Lincolnshire 
Cambridgeshire 


Mersey Bridge 
Herefordshire III 
Standby Leave 


Standby Leave 


Gloucestershire 


Staffordshire III 
Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Studying 


Date 


21/10/1983 
13/04/1984 


26/03/1980 


18/09/1974 
01/03/1975 
21/05/1981 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 


23/02/1977 
13/10/1977 
15/03/1978 


01/04/1973 


01/12/1968 


20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


Hearn J.H 


Hearne J.H 


Heaslip G 


Rank 


Chief Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


2nd Eng Officer 


Purser 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Ship 

Studying 
Standby Leave 
Standby Leave 
Coventry City 
Standby Leave 
Atlantic Bridge 
Herefordshire III 
Standby Leave 


Toronto City 


Staffordshire III 
Warwickshire 
Standby Leave 
Wiltshire 
Standby Leave 
Pacific Bridge 
Standby Leave 
Cheshire IV 
Halifax City 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Dart Atlantic 
Ocean Bridge 
English Bridge 
Ocean Bridge 
Cheshire IV 
Standby Leave 
Cambridgeshire 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Cambridgeshire 
Devonshire II 
Wiltshire 
Standby Leave 


Date 


01/04/1971 
01/10/1972 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/08/1971 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Heaslip G 


Heaton A 


Heaviside J.D 


Hedley W 


Hedley W.R.H 


Helsby P.N 


Henderick M 


Henderson D 


Henderson E.P 


Henderson F.J 


Rank 


Purser 


Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


Purser 


Electrical Officer 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Ext 2nd Officer 
2nd Officer 


Radio Officer 


Deck Cadet 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Ship 


Standby Leave 


Herefordshire II 
Standby Leave 
Lancashire IV 
Lancashire IV 


Derbyshire III 

Gloucestershire 
Gloucestershire 
Gloucestershire 


Toronto City 


Derbyshire III 
Toronto City 
Worcestershire III 
Standby Leave 
Warwickshire 


English Bridge 
Herefordshire III 


Standby Leave 


SS Warwickshire 


Studying 
Studying 
Studying 
Studying 
Cheshire IV 
Worcestershire III 
Cheshire IV 
Standby Leave 


Herefordshire II 
Herefordshire II 


Date 
13/04/1984 


01/12/1968 
30/06/1969 
30/06/1969 
25/12/1969 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


21/11/1967 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


19/09/1975 
16/02/1976 


13/10/1977 


01/11/1958 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/05/1957 
01/11/1957 


Name 


Henderson F.J 


Henderson J 


Henderson W 


Henry D 


Herd P.M 


Heritage D.J 


Herring J.W 


Hesketh C.S 


Rank 
Deck Cadet 


Dept1 (Deck) 


Chief Eng Officer 


Carpenter 


3rd Radio Officer 


Dept4 (Radio) 
2nd Radio Officer 
Dept4 (Radio) 
2nd Radio Officer 


Engineer Cadet 


Jnr Eng Officer 


Jnr Eng Officer 


2nd Officer 


Ext 2nd Officer 


2nd Eng Officer 


Ship 

Devonshire | 

SS Warwickshire 
Devonshire | 
Studying 
Studying 
Studying 


Worcestershire III 


Shropshire 


SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Herefordshire II 
Standby Leave 
Derbyshire II 

Derbyshire II 


Studying 
Studying 
Cheshire IV 
Herefordshire III 
Studying 
Studying 
Studying 
Hampshire 
Standby Leave 
Dorsetshire 
Wiltshire 


Standby Leave 


Dart America 
Dart America 
Dart Atlantic 


Wiltshire 
Pacific Bridge 


Date 


01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


30/06/1969 


15/11/1965 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


13/04/1984 


07/10/1973 
19/02/1974 
18/09/1974 


01/08/1971 
29/04/1972 


Name 


Hesketh C.S 


Hesketh W 


Heskins S.H 


Heys P 


Heywood G.| 


Heywood G.J 


Heywood G.T 


Hi L.T 


Hibberd T 


Hicken L.S 


Rank 


Dept2 (Engine) 
Jnr Chief Eng Officer 
Chief Eng Officer 


7th Eng Officer 


Deck Cadet 


2nd Radio Officer 


Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 
Uncert 3rd Officer 


3rd Officer 


Dept1 (Deck) 


Bosun 


Carpenter 


Dept3 (Electrical) 


Ship 

Standby Leave 
Dart Atlantic 
Wiltshire 
Lincolnshire 
Standby Leave 
Hampshire 
Staffordshire IV 
Hampshire 
Staffordshire IV 
Staffordshire IV 


SS Warwickshire 


Herefordshire II 


SS Warwickshire 
SS Warwickshire 


Studying 


Worcestershire III 
Berkshire 
Studying 

Atlantic Bridge 
Cheshire IV 
Standby Leave 


Standby Leave 


Oxfordshire 
Oxfordshire 


Derbyshire III 


Standby Leave 
Standby Leave 


Date 


01/10/1972 
01/04/1973 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 


01/11/1958 


01/10/1966 


01/06/1956 
01/11/1956 


01/08/1971 


01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
10/09/1976 


01/10/1972 


01/08/1971 
29/04/1972 


30/06/1969 


01/11/1956 
01/05/1957 


Name 


Hickey J.L 


Hickin A 


Hickin A.T 


Hickin L 


Hickin L.S 


Hickin L.W 


Higbee D.A 


Higginbotham H 


Higgins D.D 


Higgins H 


Higgins J 


Rank 
4th Eng Officer 


Ext 3rd Eng Officer 


6th Eng Officer 


7th Eng Officer 


Dept3 (Electrical) 


Dept3 (Electrical) 


Dept3 (Electrical) 


Cook 


Carpenter 


Electrical Officer 


Bosun 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


5th Eng Officer 


Ship 

Atlantic Bridge 
Oxfordshire 
Atlantic Bridge 
Standby Leave 
Hampshire 


Derbyshire III 


Staffordshire Ill 


Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 


Dart Atlantic 


SS Leicestershire 
SS Leicestershire 


Shropshire 
Standby Leave 
Dart Atlantic 
Cheshire IV 
Studying 
Standby Leave 
Standby Leave 


Pacific Bridge 
Herefordshire III 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/07/1970 


25/12/1969 


01/11/1958 
18/04/1961 
14/10/1961 


01/11/1957 


01/09/1959 
01/03/1960 
01/10/1960 


16/02/1976 


01/05/1957 
01/11/1957 


01/07/1970 
01/04/1971 
29/04/1972 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 


07/10/1973 
19/02/1974 


Name 


Higgins J 


Higginson D 


Highfield T 


Higson A 


Hill C.G 


Hill C.J 


Hill D.J 


Hill 1.H 


Hill R.1 


Rank 


Chief Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Dept3 (Electrical) 
Jnr 2nd Elect Officer 
2nd Elect Officer 


Electrical Officer 


Jnr Eng Officer 


Electrical Officer 


5th Eng Officer 


Dept2 (Engine) 


Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 


Ship 

Studying 
Australian Bridge 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Studying 

Silver Bridge 
Lancashire IV 


Standby Leave 
SS Oxfordshire 
Shropshire 

Herefordshire II 
Herefordshire II 


Standby Leave 
Hampshire 


Standby Leave 
Coventry City 
Worcestershire III 
Atlantic Bridge 


Standby Leave 


Standby Leave 


Standby Leave 
Warwickshire 
English Bridge 


Studying 


Warwickshire 
Yorkshire III 
Derbyshire III 
Standby Leave 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


13/10/1977 
15/03/1978 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


01/04/1973 


07/10/1973 


10/09/1976 
23/02/1977 
13/10/1977 


01/07/1970 


30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 


Name 


Hill R.1 


Hillier C 


Hilton C.A 


Hind S 


Hind S.J 


Hine D 


Rank 


Uncert Officer 


Deck Cadet 


3rd Officer 


Jnr 3rd Officer 
Snr 3rd Officer 


3rd Officer 
Ext 3rd Officer 
3rd Officer 
Ext 3rd Officer 
3rd Officer 


Engineer Cadet 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


Ship 


Coventry City 


Oxfordshire 
Standby Leave 
Lincolnshire 
Berkshire 
Studying 
Cambridgeshire 
Studying 
Wiltshire 
Standby Leave 


Derbyshire II 
Cheshire III 


Derbyshire III 
Derbyshire IV 
Lincolnshire 
Wiltshire 
Berkshire 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Staffordshire IV 


Studying 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Cheshire III 


Date 


01/10/1972 


13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 


01/03/1960 
18/04/1961 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Hine D 


Hing S 


Hird A 


Rank 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Storekeeper 


2nd Elect Officer 
Electrical Officer 
Engineer Cadet 

Electrical Officer 


Ship 

Standby Leave 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Coventry City 
Toronto City 
Toronto City 
Standby Leave 
Toronto City 
Toronto City 
Toronto City 
Standby Leave 
Standby Leave 
Oxfordshire 
Berkshire 
Standby Leave 
Standby Leave 
Berkshire 

Dart America 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 
Dart America 
Dart America 
Dart America 


Yorkshire IV 


Atlantic Bridge 
Ocean Bridge 


Australian Bridge 


Ocean Bridge 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


16/02/1976 


29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Hirst G 


Ho W.W 


Hobday A 


Hobden M 


Hobdon M 


Hobson S.M 


Hock M.S 


Hock S 


Hoddinott G.P.M 


Rank 


Dept2 (Engine) 


6th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 


Leading Steward 


4th Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Storekeeper 
Senior Motorman 


Storekeeper 


Deck Cadet 


3rd Officer 


Deck Cadet 


Deck Cadet 


Dept2 (Engine) 


Ship 


Standby Leave 
Standby Leave 
Shropshire 
Shropshire 
Standby Leave 


Cheshire IV 


Worcestershire II 
Standby Leave 
Standby Leave 
Cheshire III 
Gloucestershire 


Dart Atlantic 
Dart Atlantic 
Dart Atlantic 


Dart Atlantic 


Standby Leave 
Standby Leave 
Lincolnshire 
Staffordshire IV 
Staffordshire IV 
Cambridgeshire 
Standby Leave 


SS Leicestershire 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Worcestershire II 


Worcestershire II 


Studying 


Date 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


06/04/1982 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


10/09/1976 
13/10/1977 
15/03/1978 


19/09/1975 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 


01/05/1958 


01/05/1966 


Name 


Hodges A.J 


Hodgkinson J.H 


Hodgson G.K 


Hodgson J 


Hodgson J.D 


Hodgson J.S 


Rank 


C.P.O 


Deck Cadet 


Dept1 (Deck) 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 
Chief Officer 
2nd Officer 


Deck Cadet 
Dept1 (Deck) 


Electrical Officer 


Surgeon 


Electrical Officer 


Ship 


Australian Bridge 
Australian Bridge 
Liverpool Bridge 
Hampshire 
Wiltshire 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Derbyshire IV 


Warwickshire 
Warwickshire 
Yorkshire III 
Standby Leave 
Standby Leave 
Worcestershire III 
Studying 
Pacific Bridge 
Herefordshire III 
Herefordshire III 
Studying 
Studying 
Standby Leave 
English Bridge 
Oxfordshire 


Herefordshire II 
Standby Leave 
Standby Leave 


SS Warwickshire 


Staffordshire II 


SS Warwickshire 
SS Warwickshire 


Date 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
10/09/1976 


01/10/1966 
20/05/1967 
21/11/1967 


18/04/1961 


01/05/1957 


14/10/1961 
01/05/1962 


Name 


Hodgson R 


Hodgson R.B 


Hodgson W.A 


Hodson R 


Rank 
8th Eng Officer 


6th Eng Officer 
Dept1 (Deck) 
Deck Cadet 


3rd Officer 


2nd Officer 


Ext 2nd Officer 
Chief Officer 


Deck Cadet 


Dept1 (Deck) 
2nd Officer 
3rd Officer 


3rd Eng Officer 
2nd Eng Officer 


Deck Cadet 


Ship 
Devonshire | 
Devonshire | 
Devonshire | 
Studying 
Lancashire IV 
Studying 
Australian Bridge 
Wiltshire 
Lancashire IV 
Studying 
Berkshire 
Liverpool Bridge 
Staffordshire IV 
Hampshire 
Standby Leave 
Devonshire II 
Lincolnshire 
Standby Leave 
Standby Leave 
Hampshire 
Lincolnshire 
Studying 
Lincolnshire 
Standby Leave 


Derbyshire III 
Herefordshire II 
Herefordshire III 
Pacific Bridge 
Standby Leave 
Studying 
Warwickshire 
Westminster Bridge 


Lancashire IV 
Worcestershire III 
Standby Leave 


Standby Leave 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 


01/03/1975 
19/09/1975 
16/02/1976 


01/04/1973 


Name 


Hodson R.B 


Hogg R 


Hoi Y.K 


Holcombe B 


Holden G.R 


Holden W.A 


Holgate R.A 


Rank 
Ext 2nd Officer 


Surgeon 
2nd Officer 


C.P.O 


3rd Officer 
2nd Officer 
Ext 2nd Officer 
Chief Officer 
2nd Officer 


Chief Officer 
2nd Officer 
Captain 

2nd Officer 


Chief Officer 


Deck Cadet 


3rd Officer 


4th Eng Officer 


Deck Cadet 


Ship 


Toronto City 


Herefordshire II 
Dart Atlantic 


Cheshire IV 


Devonshire II 
Yorkshire IV 
Yorkshire IV 
Studying 

Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 
Studying 

Dart Atlantic 
Devonshire II 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


English Bridge 
Worcestershire III 
Standby Leave 
Lancashire IV 
Devonshire II 
Studying 
Standby Leave 


Devonshire | 


Lancashire IV 
Lincolnshire 
Dorsetshire 


Date 


01/10/1972 


18/04/1961 
19/09/1975 


27/09/1978 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


18/04/1961 


26/03/1980 
18/09/1980 
21/10/1981 


Name 


Holgate R.A 


Holland D 


Holland D.A 


Hollinshead R.A 


Hollis D.J 


Holmes F 


Holt D 


Rank 
Deck Cadet 


3rd Officer 


Chief Eng Officer 


Chief Eng Officer 


Radio Officer 
Dept4 (Radio) 


Deck Cadet 


Dept4 (Radio) 
3rd Radio Officer 


Jnr Eng Officer 


5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Chief Eng Officer 
3rd Eng Officer 


Ship 
Berkshire 
Cheshire IV 


Devonshire II 
Cheshire IV 


Toronto City 


Staffordshire Ill 
Staffordshire Ill 


Westminster Bridge 
Standby Leave 


Standby Leave 
Standby Leave 
Lancashire IV 
Studying 
Studying 
Australian Bridge 
Studying 
Herefordshire III 


Standby Leave 
Devonshire | 


English Bridge 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Ocean Bridge 
English Bridge 
Lincolnshire 
Standby Leave 
Derbyshire III 
Derbyshire IV 
Studying 
Berkshire 
Cheshire IV 


Date 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


30/06/1969 


22/06/1968 
25/12/1969 


22/06/1968 
01/12/1968 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/11/1956 
01/05/1957 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 


Name 


Holt D 


Holt D.M 


Holt G 


Holt P.J 


Homan L.M 


Hon C.M 


Hong L.K 


Hoogi P.K 


Hook J.P 


Rank 
3rd Eng Officer 


Cook 


Electrical Officer 


Deck Cadet 


Cook 


C.P.O 


Cook 


Serang (Engine) 


Deck Cadet 


Ship 
Lincolnshire 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 


Devonshire II 


Derbyshire III 
Halifax City 
Warwickshire 
Berkshire 
Oxfordshire 
Wiltshire 
Lincolnshire 
Standby Leave 
Standby Leave 


Oxfordshire 


Wiltshire 
Staffordshire IV 
Standby Leave 
Staffordshire IV 
Hampshire 
Lincolnshire 


Berkshire 
Berkshire 


Berkshire 


Gloucestershire 


Mersey Bridge 
Lancashire IV 
Studying 
Dorsetshire 


Date 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/03/1978 


01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


13/10/1977 


21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


26/09/1979 
26/03/1980 


01/10/1972 


01/07/1970 


13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 


Name 


Hook J.P 


Hooks J.D 


Hooper A.M 


Hooper T.L 


Hop Y.K 


Hopkinson R.N 


Hopkinson R.W 


Rank 
Deck Cadet 


3rd Officer 


Deck Cadet 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert Officer 
Deck Cadet 


3rd Officer 
2nd Officer 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


G.P.Mechanic 


Dept1 (Deck) 


Dept1 (Deck) 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


Ship 
Cheshire IV 
Studying 
Studying 
Dorsetshire 


Studying 


Worcestershire III 
Studying 
Standby Leave 
Shropshire 
Wiltshire 
Studying 
Coventry City 
Oxfordshire 


Standby Leave 
Derbyshire III 
Studying 
Standby Leave 
Derbyshire III 
Derbyshire III 
Lincolnshire 
Mersey Bridge 
Standby Leave 


Cheshire IV 
Cheshire IV 


Studying 


Studying 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


23/02/1977 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 


29/04/1972 
01/10/1972 


07/10/1973 


01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


Name 


Hopkinson R.W 


Hopwood N.S 


Hopwood P.G 


Hopwood W.S 


Rank 


3rd Officer 
2nd Officer 


1st Officer 
2nd Officer 
Ext 2nd Officer 
2nd Officer 


Dept4 (Radio) 


9th Eng Officer 


2nd Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Radio Officer 


Dept4 (Radio) 


Radio Officer 


Ship 

Standby Leave 
Cambridgeshire 
Herefordshire III 
Cheshire IV 
Studying 
Standby Leave 
Dart Atlantic 
Cheshire IV 
Berkshire 


Standby Leave 


SS Oxfordshire 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Staffordshire III 
Yorkshire III 
Shropshire 
Yorkshire III 
Standby Leave 
Standby Leave 
Coventry City 
Coventry City 
Westminster Bridge 
Westminster Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Pacific Bridge 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


07/10/1973 


01/05/1957 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Hopwood W.S 


Horabin D.K 


Horn J.S 


Horn M 


Horn M.J 


Rank 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


G.P.Seaman 
C.P.O 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


Snr 3rd Officer 
2nd Officer 


Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
Chief Officer 


Ship 

Cheshire IV 
Cheshire IV 
Standby Leave 
Lincolnshire 
Lancashire IV 
Wiltshire 
Standby Leave 
Berkshire 


Standby Leave 
Hampshire 
Standby Leave 
Devonshire II 
Standby Leave 
Devonshire II 
Staffordshire IV 
Devonshire II 
Studying 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Ocean Bridge 
Devonshire II 
Standby Leave 
Standby Leave 


SS Warwickshire 
SS Warwickshire 
Worcestershire II 


Shropshire 

SS Warwickshire 
SS Warwickshire 
Cheshire III 
Lancashire IV 
Lancashire IV 
Standby Leave 
Shropshire 


Date 


29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/03/1960 
01/10/1960 
18/04/1961 


01/09/1959 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Horn M.J 


Hornby P.R 


Rank 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Jnr Eng Officer 
Captain 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 


Ship 
Lancashire III 
Lancashire III 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Toronto City 
Standby Leave 
Worcestershire III 
Worcestershire III 
Standby Leave 
Warwickshire 
Herefordshire III 
Derbyshire III 
Standby Leave 
Herefordshire III 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Staffordshire IV 
Berkshire 
Lincolnshire 
Devonshire II 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 
Dorsetshire 
Dorsetshire 
Standby Leave 


Cheshire III 
Standby Leave 
Lancashire IV 
Staffordshire III 
Studying 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


Name 


Hornby R.P 


Hornell R 


Horrigan M.T 


Horsham R.J 


Horton J 


Horton M.F 


Hosick L.G 


Hossack I.K 


Hossain A 


Rank 
Deck Cadet 


Uncert Officer 


Dept5 (Victualling) 


Dept2 (Engine) 


6th Eng Officer 
Jnr Eng Officer 


Engineer Cadet 


Trainee Radio Officer 


Deck Cadet 


3rd Officer 


Engineer Cadet 


Jnr Eng Officer 


Serang (Deck) 


Ship 
Shropshire 


SS Leicestershire 
Cheshire III 


Standby Leave 


Standby Leave 


Atlantic Bridge 
Westminster Bridge 


Studying 


Lancashire IV 


Devonshire II 
Warwickshire 
Standby Leave 
Lancashire IV 
Mersey Bridge 
Studying 

Stirling Bridge 
Northamptonshire 


Studying 
Studying 
Stirling Bridge 
Lancashire IV 
Studying 
Studying 
Studying 
Dorsetshire 
Standby Leave 
Hampshire 
Dorsetshire 


Derbyshire III 
Warwickshire 


Date 


01/05/1962 
01/03/1963 
14/10/1964 


01/05/1962 


14/10/1964 


01/07/1970 
01/04/1971 


16/02/1976 


16/02/1976 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/10/1972 
01/10/1972 


Name 


Hossain M 


Hossain T 


Hossien S 


Hosty E.A 


Hotham K 


Hotham K.H 


Rank 


Storekeeper 


Storekeeper 


Storekeeper 


6th Eng Officer 


5th Eng Officer 
4th Eng Officer 
5th Eng Officer 
Ext 4th Eng Officer 
Cargo Engineer 


Cargo Engineer 


Ship 


Herefordshire III 
Derbyshire III 
Worcestershire III 
Worcestershire III 
Atlantic Bridge 
Worcestershire III 
Lancashire IV 
Lancashire IV 
Atlantic Bridge 
Lancashire IV 
Lancashire IV 
Herefordshire III 
Herefordshire III 


Warwickshire 
Warwickshire 


Atlantic Bridge 


Yorkshire III 


Worcestershire III 
Standby Leave 
Lincolnshire 
Lincolnshire 
Devonshire II 
Hampshire 
Devonshire II 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 


Lincolnshire 


Date 


30/06/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
30/04/1979 
26/09/1979 
21/05/1981 
21/10/1981 


19/09/1975 
16/02/1976 


01/04/1971 


10/05/1965 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


06/04/1982 


Name 


Hotham K.H 


Houghton A.J 


Houghton E.A 


Hourigan M.J 


Houston D 


Houston D.A 


Rank 


Cargo Engineer 


3rd Eng Officer 
Cargo Engineer 


Engineer Cadet 


Purser 


Dept2 (Engine) 


Engineer Cadet 


Electrical Officer 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


4th Eng Officer 


Ship 

Standby Leave 
Lincolnshire 
Staffordshire IV 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Herefordshire III 
Dorsetshire 
Studying 
Studying 


Toronto City 


Studying 
Studying 
Studying 
Studying 
Studying 


Lancashire IV 
Yorkshire III 


Studying 
Studying 
Studying 
Studying 
Berkshire 
Studying 
Yorkshire IV 
Herefordshire III 
Lincolnshire 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


19/02/1974 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


20/05/1967 
21/11/1967 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Howard G 


Howard H 


Howard M.A 


Howard P.R 


Howarth P 


Howatson J 


Howayson J 


Rank 


Pumpman 


Chef 


Deck Cadet 


Radio Officer 


Jnr 2nd Elect Officer 
Inter 2nd Elect Officer 
Snr 2nd Elect Officer 


Dept3 (Electrical) 
2nd Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


5th Eng Officer 


6th Eng Officer 


Ship 


Australian Bridge 
English Bridge 


Herefordshire II 
Herefordshire II 
Herefordshire II 


Herefordshire II 


Warwickshire 
Lancashire IV 
Warwickshire 
Cambridgeshire 
Lancashire IV 
Standby Leave 
Wiltshire 
Dorsetshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Studying 
Studying 
Derbyshire III 
Standby Leave 
Standby Leave 
Ocean Bridge 
Stirling Bridge 
Berkshire 
Hampshire 
Devonshire II 
Standby Leave 


Shropshire 


Yorkshire III 


Date 


01/03/1975 
19/09/1975 


18/04/1961 
14/10/1961 
01/05/1962 


01/12/1968 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/12/1968 


22/06/1968 


Name 


Howell H 


Howell W.R 


Howland P 


Howland S.W 


Howley J 


Rank 
Dept1 (Deck) 


3rd Officer 

Ext 2nd Officer 
2nd Officer 
Chief Officer 
2nd Officer 


Captain 
2nd Officer 


Deck Cadet 
Dept1 (Deck) 


Deck Cadet 
Uncert Officer 
Dept1 (Deck) 
3rd Officer 


1st Officer 
3rd Officer 
2nd Officer 


6th Eng Officer 


Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


Ship 


Standby Leave 
Standby Leave 


Cheshire IV 
Hampshire 
Herefordshire III 
Studying 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Studying 
Berkshire 
Cheshire IV 
Studying 
Studying 
Herefordshire III 


Herefordshire III 
Yorkshire III 
Standby Leave 
Standby Leave 
Derbyshire III 
Staffordshire III 
Standby Leave 
Derbyshire III 
Pacific Bridge 
Worcestershire III 
Studying 
Coventry City 
Montreal City 


Worcestershire III 


Toronto City 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Herefordshire III 


Date 


18/04/1961 
14/10/1961 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 


30/06/1969 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 


Name 


Hoyle J.A 


Hoyle T.A 


Hudson A 


Rank 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


Engineer Cadet 


2nd Officer 


Baker 
1st Officer 


Dept1 (Deck) 
1st Officer 

Dept1 (Deck) 
Chief Officer 


Captain 
Dept1 (Deck) 
Captain 


Ship 


Studying 
Studying 
Studying 
Studying 
Atlantic Bridge 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Studying 
Devonshire II 
Staffordshire IV 
Standby Leave 


Studying 


Herefordshire II 
Herefordshire II 
Herefordshire II 
SS Warwickshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
SS Oxfordshire 
Standby Leave 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Herefordshire II 
SS Leicestershire 
Herefordshire II 
Herefordshire III 
Yorkshire III 
Cheshire III 
Standby Leave 
Lancashire III 
Worcestershire III 
Worcestershire III 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


Name 


Hudson A 


Hudson A.E 


Hudson C 


Hudson J 


Rank 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Ext Pumpman 


Jnr Eng Officer 


4th Eng Officer 


9th Eng Officer 
7th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 


Ship 

Standby Leave 
Worcestershire III 
Standby Leave 
Warwickshire 
Warwickshire 
Warwickshire 
Standby Leave 
Warwickshire 
Standby Leave 
Worcestershire III 
Derbyshire III 
Worcestershire III 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Lancashire IV 
Herefordshire III 
Standby Leave 
Laid Up 

Laid Up 

Standby Leave 


English Bridge 


Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
Canadian Bridge 
Standby Leave 
Standby Leave 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Studying 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


13/10/1977 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Hudson J 


Hudson P.G 


Hudson R 


Hudson S 


Hughes (c) P 


Hughes (ch) P 


Rank 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Electrical Officer 


Dept5 (Victualling) 
Baker 


Dept5 (Victualling) 


Jnr Eng Officer 
4th Eng Officer 


Deck Eng Officer 
2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


Dept1 (Deck) 


3rd Officer 
Carpenter 


Carpenter 


Ship 

Standby Leave 
Shropshire 
Studying 
Gloucestershire 
Gloucestershire 
Yorkshire III 


Standby Leave 
Herefordshire III 
Herefordshire III 
Standby Leave 


Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


Hampshire 
Devonshire II 
Standby Leave 
Oxfordshire 
Wiltshire 
Wiltshire 
Studying 
Yorkshire IV 
Studying 
Herefordshire III 
Studying 
Studying 
Wiltshire 


Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 


SS Leicestershire 
SS Warwickshire 
SS Warwickshire 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 


10/05/1965 
01/07/1970 
01/04/1971 
29/04/1972 


01/06/1956 
01/05/1957 
01/11/1957 


Name 


Hughes (ch) P 


Hughes (ck) P 


Hughes (m) P 


Rank 


Carpenter 


Deck Cadet 
Carpenter 


P:0. 


Carpenter 
P.O, 


Cook 


3rd Officer 


Ship 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Herefordshire III 
Herefordshire II 
Herefordshire II 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Worcestershire III 
Warwickshire 
Warwickshire 
Shropshire 
Warwickshire 
Herefordshire III 
Toronto City 
Derbyshire III 
Derbyshire III 
Mersey Bridge 
Warwickshire 
Warwickshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 


Derbyshire III 


Cheshire IV 


Date 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
19/09/1975 
16/02/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 


16/02/1976 


29/04/1972 


Name 


Hughes (m) P 


Hughes A.W 


Hughes C.R 


Hughes D.A 


Hughes F.V 


Hughes G.K 


Hughes G.L 


Hughes J.H 


Rank 


Captain 


Chief Officer 
Dept1 (Deck) 
Chief Officer 


Deck Cadet 


6th Eng Officer 


5th Eng Officer 


Dept2 (Engine) 


Storekeeper 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


Dept3 (Electrical) 


Dept2 (Engine) 


Ship 


Lincolnshire 


Westminster Bridge 
Standby Leave 
Derbyshire III 


Studying 
Hampshire 
Standby Leave 
Studying 
Herefordshire III 
Dorsetshire 
Devonshire II 


Cheshire III 
Cheshire III 
Toronto City 
Shropshire 
Derbyshire III 
Standby Leave 


SS Leicestershire 


Cheshire III 
Standby Leave 
Shropshire 
Lancashire IV 
Studying 
Derbyshire III 
Pacific Bridge 
Pacific Bridge 
Atlantic Bridge 
Pacific Bridge 
Standby Leave 


Standby Leave 


Studying 
Studying 


Date 


19/02/1974 


01/12/1968 
30/06/1969 
25/12/1969 


30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/06/1956 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


01/10/1960 


01/08/1971 
01/10/1972 


Name 


Hughes J.H 


Hughes J.R 


Hughes K 


Hughes M 


Rank 


Engineer Cadet 


Jnr Eng Officer 
Ext 5th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Dept1 (Deck) 
2nd Officer 


Chief Officer 


Ext Chief Officer 
Chief Officer 


Ext Chief Officer 
Chief Officer 


C.P.O 


G.P:0 


Ship 

Studying 
Lancashire IV 
Studying 
Studying 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Wiltshire 
Standby Leave 
Warwickshire 
Derbyshire IV 
Standby Leave 
Wiltshire 
Standby Leave 
Cambridgeshire 
Berkshire 
Cheshire IV 
Standby Leave 
Harold La Borde 


Standby Leave 
Standby Leave 
Oxfordshire 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Standby Leave 
Cambridgeshire 
Lincolnshire 
Yorkshire IV 
Standby Leave 


Lincolnshire 


Canadian Bridge 
Hampshire 


Date 


01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 
14/10/1961 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


26/09/1979 


10/09/1976 
23/02/1977 


Name 


Hughes M 


Hughes M.F 


Hughes P 


Hughes R 


Hughes R.D 


Hughes R.R 


Hughes S.P.M 


Hughes T 


Rank 
C.P.O 


C.P.O 


3rd Officer 


2nd Steward 


Radio Officer 


2nd Steward 


Radio Officer 


Deck Cadet 


3rd Officer 


3rd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Chief Officer 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Ship 

Liverpool Bridge 
Derbyshire III 
Lincolnshire 


Standby Leave 


Warwickshire 


Lincolnshire 
Lincolnshire 
Standby Leave 


Coventry City 


Standby Leave 
Lincolnshire 
Yorkshire IV 


Lancashire IV 
Studying 
Mersey Bridge 
Standby Leave 
Cheshire IV 


Shropshire 
Studying 
Worcestershire III 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


Date 


13/10/1977 
15/03/1978 
27/09/1978 


30/04/1979 


01/10/1972 


29/04/1972 
01/10/1972 
01/03/1975 


01/08/1971 


19/09/1975 
16/02/1976 
10/09/1976 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 


Name 


Hulley P.G 


Hully P.G 


Hulme K 


Hume A 


Hume J 


Rank 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 
Jnr Eng Officer 
4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 


4th Eng Officer 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


2nd Eng Officer 


7th Eng Officer 
5th Eng Officer 


Ship 


Studying 
Studying 
Studying 
Studying 
Berkshire 
Australian Bridge 
Studying 
Liverpool Bridge 
Wiltshire 
Hampshire 
Lancashire IV 
Herefordshire III 
Devonshire II 
Studying 
Hampshire 
Herefordshire III 
Lancashire IV 
Lincolnshire 
Wiltshire 
Standby Leave 


Cheshire IV 


Ocean Bridge 
Arya Bod 
Wiltshire 
Wiltshire 
Berkshire 
Lincolnshire 
Yorkshire IV 
Stirling Bridge 
Standby Leave 
Lincolnshire 


Gloucestershire 


Herefordshire II 
Lancashire IV 
Lancashire IV 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
21/10/1983 
13/04/1984 


22/04/1983 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 


21/11/1967 


01/03/1963 
01/03/1964 
14/10/1964 


Name 


Hume J 


Hume K 


Hume M.J 


Hume M.S 


Humphrey P 


Humphreys B.W 


Humphreys F.W 


Humphreys R 


Rank 


Dept2 (Engine) 


4th Eng Officer 


Deck Cadet 


Deck Cadet 


3rd Officer 


7th Eng Officer 


Snr 2nd Elect Officer 
2nd Elect Officer 
Electrical Officer 


2nd Elect Officer 


Dept1 (Deck) 


Ship 


Standby Leave 


Herefordshire III 


Herefordshire III 
Cheshire IV 
Studying 
Studying 
Hampshire 
Devonshire II 


Standby Leave 
Atlantic Bridge 
Warwickshire 
Studying 
Standby Leave 
Hampshire 
Standby Leave 
Lancashire IV 
Hampshire 
Herefordshire III 
Standby Leave 
Dorsetshire 
Wiltshire 
Wiltshire 
Studying 
Standby Leave 


SS Warwickshire 


Devonshire | 
Herefordshire II 
Shropshire 


Herefordshire II 


Studying 
Studying 
Standby Leave 


Date 
10/05/1965 


16/02/1976 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


14/10/1964 


01/10/1960 
18/04/1961 
01/10/1966 


01/05/1962 


01/11/1957 
01/05/1958 
01/11/1958 


Name 


Humphreys R.J 


Humphries D.J 


Humphries R 


Hung C.W 


Hung L.S 


Hung W.K 


Hunt N.P 


Hunt W.L 


Rank 


Jnr Eng Officer 


5th Eng Officer 


Jnr Eng Officer 


Snr 3rd Officer 
Dept1 (Deck) 


Leading Steward 


G.P.O 


Cook 


Deck Cadet 


Engineer Cadet 


Jnr Eng Officer 


Ship 


Standby Leave 
English Bridge 
Ocean Bridge 
Devonshire II 


Standby Leave 
Warwickshire 
Standby Leave 


SS Leicestershire 
Standby Leave 
Studying 


Berkshire 


Berkshire 


Berkshire 


Herefordshire III 
Standby Leave 
Lancashire IV 
Berkshire 
Studying 
Devonshire II 
Studying 
Yorkshire IV 


Studying 

Studying 

Studying 

Studying 
Herefordshire III 
Ocean Bridge 
Studying 
Hampshire 
Northamptonshire 


Date 


19/02/1974 
18/09/1974 
01/03/1975 
10/09/1976 


19/09/1975 
16/02/1976 
10/09/1976 


01/06/1956 
01/11/1956 
01/05/1957 


16/02/1976 


10/09/1976 


29/04/1972 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


Name 


Hunt W.L 


Hunter J 


Hunter J.R 


Hunter M.J 


Hug A 


Hug K.M 


Rank 
4th Eng Officer 


Electrical Officer 


Jnr 2nd Elect Officer 
Electrical Officer 


3rd Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


1st Officer 
Dept1 (Deck) 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Captain 


Serang (Deck) 


Serang (Deck) 


Ship 
Dorsetshire 


Standby Leave 
Derbyshire IV 


Worcestershire II 
Worcestershire II 


Devonshire | 
Worcestershire II 
Worcestershire II 


Herefordshire III 
Studying 
Derbyshire III 
Standby Leave 
Derbyshire III 
Worcestershire III 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Ocean Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Liverpool Bridge 
Silver Bridge 


Yorkshire III 
Pacific Bridge 
Pacific Bridge 


Warwickshire 
Herefordshire III 
Derbyshire III 


Date 


26/09/1979 
26/03/1980 
18/09/1980 


01/09/1959 
01/03/1960 


01/11/1958 
01/10/1960 
18/04/1961 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/07/1970 
29/04/1972 
01/10/1972 


01/04/1971 
01/10/1972 
16/02/1976 


Name 


Hug S 


Hug S.K.S 


Hug S.S 


Hursey W.A 


Hurst D.W 


Hurst H 


Husain T 


Hussain A 


Hussain M 


Hussain M.D 


Hussain T 


Rank 
Cook 


Serang (Deck) 


Serang (Deck) 


Ext 2nd Officer 
Dept1 (Deck) 
Chief Officer 


Electrical Officer 


2nd Steward 


Storekeeper 


Serang (Deck) 


Storekeeper 


Storekeeper 


Storekeeper 


Ship 


Shropshire 
Shropshire 


Lancashire IV 
Lancashire IV 


Shropshire 


Wiltshire 
Standby Leave 
Berkshire 
Berkshire 
Cheshire IV 


Derbyshire III 


Coventry City 
Coventry City 


Warwickshire 


Worcestershire III 


Lancashire IV 
Shropshire 
Atlantic Bridge 
Warwickshire 
Warwickshire 


Atlantic Bridge 


Warwickshire 
Warwickshire 
Shropshire 
Shropshire 
Lancashire IV 
Lancashire IV 


Date 


01/07/1970 
01/04/1971 


10/09/1976 
23/02/1977 


01/08/1971 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


01/12/1968 


21/11/1967 
22/06/1968 


01/10/1972 


25/12/1969 


25/12/1969 
25/12/1969 
01/03/1975 
10/09/1976 
23/02/1977 


19/09/1975 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
13/10/1977 
15/03/1978 


Name 


Hussain T 


Hussan A 


Hutchinson G 


Hutchinson J.C 


Hutchinson R 


Hutton R.A 


Rank 


Storekeeper 


Serang (Deck) 


Jnr Eng Officer 
5th Eng Officer 


Ext 4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Ext 3rd Eng Officer 


2nd Eng Officer 


5th Eng Officer 
4th Eng Officer 


5th Eng Officer 
4th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
Chief Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


Ship 


Warwickshire 


Worcestershire III 


Standby Leave 
Australian Bridge 
Standby Leave 
Australian Bridge 
Lincolnshire 
Studying 
Standby Leave 
Lancashire IV 
Derbyshire III 
Standby Leave 
Derbyshire IV 


SS Leicestershire 
SS Leicestershire 


Yorkshire III 
Pacific Bridge 


Herefordshire III 
Lancashire IV 
Lancashire IV 
Studying 
Studying 

Ocean Bridge 
Standby Leave 
Yorkshire IV 
Standby Leave 
Yorkshire IV 
Devonshire II 
Devonshire II 
Yorkshire IV 
Yorkshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 


Date 


30/04/1979 


01/07/1970 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/11/1958 
01/03/1960 


22/06/1968 
01/12/1968 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


Name 


Hutton R.A 


Hyde P.J 


Ibbitson |.P 


Ibbotson I.J 


Ibrahim M 


Iddison J.L 


Idris M 


Ignacio R 


Ikin D 


Rank 
Chief Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


6th Eng Officer 


Dept4 (Radio) 
2nd Radio Officer 


Storekeeper 


2nd Elect Officer 


Storekeeper 


3rd Eng Officer 


Electrical Officer 


Ship 
Standby Leave 
Standby Leave 


Lincolnshire 
Trinidad & Tobago 


Studying 
Studying 
Yorkshire IV 
Devonshire II 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 
Lincolnshire 


Worcestershire III 


Standby Leave 
Staffordshire II 
Staffordshire II 


Pacific Bridge 
Atlantic Bridge 
Worcestershire III 


Worcestershire II 


Shropshire 
Derbyshire III 
Worcestershire III 
Herefordshire III 
Derbyshire III 
Ocean Bridge 


Shropshire 


Toronto City 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/07/1970 


01/11/1956 
01/05/1957 
01/11/1957 


30/06/1969 
01/07/1970 
19/09/1975 


18/04/1961 


30/06/1969 
01/07/1970 
01/04/1971 
01/10/1972 
19/09/1975 
23/02/1977 


29/04/1972 


22/06/1968 


Name 


Ikin D.E 


Inman J.R 


Ip H.H 


Irish E 


Irvine J 


Irving M 


Isaac A.E 


Islam M 


Jacklin C 


Rank 


Electrical Officer 
2nd Elect Officer 
Dept3 (Electrical) 


8th Eng Officer 
6th Eng Officer 
5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Leading Steward 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Electrical Officer 


2nd Elect Officer 


Cook 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Ship 


Gloucestershire 
Wiltshire 

Standby Leave 
Standby Leave 


Herefordshire II 
Pacific Bridge 
Yorkshire III 
Worcestershire III 
Warwickshire 
Lincolnshire 
Atlantic Bridge 
Mersey Bridge 
Standby Leave 
Lincolnshire 


Berkshire 


Standby Leave 
Dart America 
Standby Leave 


Ocean Bridge 
English Bridge 
Mersey Bridge 
Liverpool Bridge 


Cheshire IV 


SS Warwickshire 


Lancashire IV 
Lancashire IV 


Standby Leave 
Standby Leave 
Standby Leave 


Date 


21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


27/09/1982 


01/10/1972 
01/04/1973 
07/10/1973 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1972 


01/10/1960 


21/05/1981 
21/10/1981 


01/10/1972 
01/04/1973 
07/10/1973 


Name 


Jacklin C 


Jackman W.B 


Jackson D.H 


Jackson K 


Jackson K.F 


Jackson M.A 


Jackson P.H.M 


Rank 
2nd Officer 


Radio Officer 


Electrical Officer 


6th Eng Officer 
5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Purser 


Deck Cadet 


Deck Cadet 


3rd Officer 


Ship 
Cheshire IV 


Standby Leave 
Standby Leave 
Herefordshire III 
Wiltshire 


Devonshire II 
Devonshire II 
Dorsetshire 
Wiltshire 
Wiltshire 
Hampshire 


Staffordshire II 
Staffordshire II 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 
Worcestershire II 


Studying 
Standby Leave 
Yorkshire IV 
Studying 
Standby Leave 


Worcestershire III 
Atlantic Bridge 
Studying 
Standby Leave 
Standby Leave 
Studying 
Devonshire II 
Standby Leave 


Date 


19/02/1974 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/04/1973 
07/10/1973 


13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


Name 


James D.B 


James J.H 


James R.V 


Janes J.H 


Jardine |.R 


Jarvis E 


Jefferies R.S 


Jeffery R.C 


Rank 


Engineer Cadet 


Radio Officer 


Chief Officer 


Radio Officer 


Dept1 (Deck) 


Pumpman 


Electrical Officer 


Dept1 (Deck) 
Deck Cadet 


2nd Officer 
Chief Officer 


Ship 
Studying 
Studying 
Studying 
Cheshire IV 


Dorsetshire 


Standby Leave 
Berkshire 


Standby Leave 
Standby Leave 
Devonshire II 
Mersey Bridge 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 


Trinidad & Tobago 


Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 

Standby Leave 


Standby Leave 
Standby Leave 
Australian Bridge 
Atlantic Bridge 
Staffordshire IV 
Standby Leave 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


15/03/1978 


26/03/1980 
18/09/1980 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


25/12/1969 
01/07/1970 


13/04/1984 


19/02/1974 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/10/1972 
01/04/1973 
07/10/1973 
23/02/1977 
18/09/1980 
22/04/1983 


Name 


Jeffrey R.C 


Jelly J 


Jenkins A 


Jenkins F 


Jenkinson D 


Rank 


Uncert 3rd Officer 


Deck Cadet 
3rd Officer 


Ext 2nd Officer 
2nd Officer 

Ext Chief Officer 
Chief Officer 


Ext Chief Officer 


2nd Elect Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 


Ext 5th Eng Officer 
5th Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


3rd Officer 


Ship 


Wiltshire 
Berkshire 
Studying 
Canadian Bridge 
Standby Leave 
Mersey Bridge 
Lincolnshire 
Standby Leave 
Hampshire 
Hampshire 
Devonshire II 
Wiltshire 
Hampshire 
Standby Leave 
Hampshire 
Yorkshire IV 


Herefordshire III 


Studying 
Studying 
Studying 
Studying 
Studying 

Atlantic Bridge 
Australian Bridge 
Herefordshire III 
English Bridge 
Standby Leave 


Dart Atlantic 
Atlantic Bridge 
Studying 
Derbyshire III 
Coventry City 
Worcestershire III 


Oxfordshire 
Standby Leave 


Date 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
27/09/1982 
21/10/1983 
13/04/1984 


30/06/1969 


25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/10/1972 
01/04/1973 


Name 


Jenkinson D 


Jensen M 


Jesson W 


Rank 


Dept1 (Deck) 
Chief Officer 
2nd Officer 


Chief Officer 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 


7th Eng Officer 
Jnr Eng Officer 


Ship 

Standby Leave 
Studying 
English Bridge 
Standby Leave 
Standby Leave 
Berkshire 


Canadian Bridge 


Hampshire 
Yorkshire IV 
Silver Bridge 
Yorkshire IV 
Yorkshire IV 
Standby Leave 
Cambridgeshire 
Cheshire IV 
Berkshire 


Studying 
Studying 
Studying 
Studying 
Warwickshire 
Devonshire II 
Studying 
Warwickshire 
Warwickshire 
Laid Up 
Wiltshire 
Standby Leave 
Staffordshire IV 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Cambridgeshire 
Devonshire II 
Hampshire 
Standby Leave 


Gloucestershire 


Westminster Bridge 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/07/1970 
01/04/1971 


Name 


Jesson W 


Jewell J.W 


Jobling L.A 


Johansson J.D 


John J 


John M 


Johnson A 


Johnson A.D 


Rank 


Jnr Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Ext 2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 
Captain 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Electrical Officer 


Carpenter 


Storekeeper 


Jnr Eng Officer 
Dept2 (Engine) 
Jnr Eng Officer 


Trainee Elect Officer 


Ship 

Westminster Bridge 
Westminster Bridge 
Cheshire IV 
Cheshire IV 
Berkshire 


Wiltshire 
Standby Leave 
Toronto City 
Standby Leave 
Standby Leave 
Standby Leave 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Standby Leave 
Ocean Bridge 
English Bridge 


Staffordshire II 
Staffordshire II 
Staffordshire II 


Dorsetshire 


Coventry City 


Dorsetshire 


Toronto City 
Standby Leave 
Derbyshire III 


Lincolnshire 


Date 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 


18/09/1980 


01/10/1966 


21/10/1981 


01/04/1973 
07/10/1973 
19/02/1974 


26/03/1980 


Name 


Johnson A.G 


Johnson D.T 


Johnson E 


Johnson F 


Johnson G.S 


Johnson H.C 


Rank 


Radio Officer 


Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 


7th Eng Officer 


2nd Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Ship 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Worcestershire II 
Lancashire IV 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Atlantic Bridge 
Staffordshire III 
Derbyshire III 


Toronto City 


Gloucestershire 


Standby Leave 


Studying 
Studying 
Studying 
Studying 
Herefordshire III 
Australian Bridge 
Studying 
Studying 
Australian Bridge 
Liverpool Bridge 
Standby Leave 
Standby Leave 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
21/11/1967 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/07/1970 


25/12/1969 


23/02/1977 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Johnson H.C 


Johnson J.M 


Johnson K 


Johnson L.H.M 


Johnson N.F 


Rank 
4th Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 
Uncert 3rd Officer 


2nd Officer 
3rd Officer 


Chief Officer 
2nd Officer 


Ext Chief Officer 


Ship 
Herefordshire III 
Cheshire IV 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 
Dorsetshire 
Hampshire 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Herefordshire III 
Studying 
Staffordshire IV 
Studying 


Standby Leave 
Shropshire 
Derbyshire III 
Herefordshire III 
Herefordshire III 
Studying 
Herefordshire III 
Derbyshire III 
Studying 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Lancashire IV 


Hampshire 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/05/1966 
22/06/1968 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


26/09/1979 


Name 


Johnson P.G 


Johnson Q 


Johnson Q.S 


Johnson R.W 


Johnson T 


Johnson W 


Johnston G.W 


Rank 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 


4th Eng Officer 
3rd Eng Officer 


8th Eng Officer 
7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 


6th Eng Officer 
Dept2 (Engine) 


5th Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


2nd Steward 


Bosun 


Carpenter 


Jnr 3rd Officer 


Ship 


Studying 
Herefordshire II 
Shropshire 
Standby Leave 


Derbyshire II 
Derbyshire II 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Studying 
Studying 
Worcestershire II 
Studying 
Studying 
Worcestershire II 
Standby Leave 
Derbyshire II 
Derbyshire II 
Studying 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Studying 
Standby Leave 


SS Leicestershire 


SS Oxfordshire 


Cheshire III 
Cheshire III 
Cheshire III 


Derbyshire II 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 


01/10/1960 
18/04/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


01/05/1958 


18/04/1961 


18/04/1961 
14/10/1961 
01/05/1962 


01/11/1958 


Name 


Johnston J.M 


Johnston P.G 


Johnston R.W 


Johnstone J 


Johnstone J.S 


Jolley T.G 


Jones A 


Jones A.D 


Rank 


7th Eng Officer 
5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


5th Eng Officer 


Dept5 (Victualling) 


2nd Elect Officer 


Jnr 2nd Elect Officer 
Inter 2nd Elect Officer 


7th Eng Officer 


Radio Officer 


4th Eng Officer 
Dept2 (Engine) 


Ship 


Cheshire III 
Cheshire III 
Lancashire IV 
Herefordshire III 
Coventry City 
Standby Leave 
Derbyshire III 
Wiltshire 
Toronto City 
Standby Leave 
Shropshire 


Wiltshire 


Standby Leave 


SS Oxfordshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


SS Leicestershire 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Warwickshire 
Standby Leave 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


01/12/1968 


01/11/1957 


01/11/1958 


01/05/1957 
01/11/1957 
01/05/1958 


01/05/1962 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/04/1971 
01/08/1971 


Name 


Jones A.D 


Jones A.H 


Jones A.S 


Jones A.V 


Jones C.E 


Jones C.J 


Rank 


4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Electrical Officer 


Dept2 (Engine) 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Storekeeper 


P.O. 


Storekeeper 


Cook 


Ship 


Atlantic Bridge 
Standby Leave 
Standby Leave 


Australian Bridge 


Standby Leave 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Standby Leave 


Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Studying 


Devonshire II 
Liverpool Bridge 


Australian Bridge 


Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Devonshire II 
Standby Leave 
Standby Leave 


Lincolnshire 
Hampshire 
Derbyshire III 
Hampshire 
Lincolnshire 


Date 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 


20/05/1967 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Jones C.J 


Jones C.K 


Jones C.W 


Jones D 


Jones D.B 


Jones D.H 


Jones D.1 


Rank 
Cook 


2nd Elect Officer 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 


Engineer Cadet 


Deck Cadet 


4th Eng Officer 
3rd Eng Officer 


Ext 5th Eng Officer 
2nd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Deck Cadet 


Ship 


Lincolnshire 
Wiltshire 


Staffordshire Il 
Staffordshire Il 
Staffordshire Il 
Shropshire 
Shropshire 
Shropshire 
Shropshire 
Standby Leave 
Derbyshire II 
Derbyshire II 
Standby Leave 


Studying 
Standby Leave 
Studying 
Staffordshire IV 
Studying 
Standby Leave 
Standby Leave 


SS Oxfordshire 


Staffordshire II 
Gloucestershire 


Australian Bridge 
Studying 
Lincolnshire 
English Bridge 
Yorkshire IV 
Standby Leave 
Standby Leave 
Derbyshire IV 


Worcestershire II 
Staffordshire II 


Date 


21/05/1981 
21/10/1983 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 


01/11/1958 


10/05/1965 
15/11/1965 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1957 
01/05/1958 


Name 


Jones D.1 


Jones D.J 


Jones D.K 


Jones D.L 


Jones E.H 


Rank 


Deck Cadet 
Dept1 (Deck) 
Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


Snr 3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 

Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Deck Cadet 
4th Eng Officer 


Dept2 (Engine) 


Chief Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 

Snr 3rd Officer 


2nd Officer 


Dept1 (Deck) 
2nd Officer 


Ship 
Herefordshire II 
Studying 

SS Warwickshire 
Derbyshire II 
Studying 
Studying 
Herefordshire II 
Gloucestershire 
Gloucestershire 
Studying 
Yorkshire III 
Shropshire 
Standby Leave 
Gloucestershire 
Gloucestershire 
Standby Leave 
Shropshire 
Standby Leave 
Coventry City 


Devonshire | 
Standby Leave 


Studying 
Studying 


Gloucestershire 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Worcestershire II 
Studying 
Herefordshire II 
Herefordshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 


01/05/1957 
01/03/1975 


01/08/1971 
01/10/1972 


20/05/1967 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Jones E.H 


Jones E.O 


Jones F 


Jones F.J 


Rank 


2nd Officer 
Chief Officer 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Captain 
Dept1 (Deck) 


Captain 


Dept1 (Deck) 


Captain 


Dept2 (Engine) 


3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


2nd Eng Officer 


Ship 
Herefordshire II 
Gloucestershire 
Cheshire III 
Yorkshire III 
Standby Leave 
Shropshire 
Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 


Westminster Bridge 


Pacific Bridge 

Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Dart Atlantic 


Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Northamptonshire 


Dorsetshire 
Lancashire IV 
Standby Leave 
Cheshire IV 
Cambridgeshire 
Standby Leave 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
07/10/1973 
18/09/1980 


01/10/1972 


29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


Name 


Jones F.J 


Jones F.T 


Jones F.W.H 


Jones G.A 


Jones H 


Jones H.R 


Jones J.H 


Jones J.V 


Jones K 


Jones L 


Rank 
2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
6th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Bosun 


C.P.O 


3rd Officer 


G.P:0 


2nd Officer 


Surgeon 


Ship 
Dorsetshire 
Standby Leave 
Berkshire 
Standby Leave 


Warwickshire 


Standby Leave 
Staffordshire III 
Staffordshire III 


Studying 
Studying 
Lancashire IV 
Studying 
Standby Leave 
Studying 
Studying 
Devonshire II 
Staffordshire IV 


Yorkshire III 
Standby Leave 
Shropshire 
Coventry City 
Dart America 


English Bridge 


Shropshire 


Wiltshire 


Standby Leave 


Worcestershire II 


Date 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 


01/05/1966 
01/05/1966 
01/10/1966 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
10/09/1976 


13/10/1977 


21/11/1967 


01/03/1975 


21/10/1981 


01/11/1957 


Name 


Jones M.A 


Jones M.B 


Jones M.| 


Jones P 


Jones P.A 


Rank 
Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


3rd Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
Ext 2nd Officer 
Deck Cadet 


2nd Elect Officer 


Electrical Officer 


Engineer Cadet 


Chief Officer 
Ext Chief Officer 
Chief Officer 


3rd Radio Officer 


Ship 
Lancashire IV 
Lancashire IV 
Lancashire IV 
Staffordshire Ill 
Worcestershire III 
Shropshire 
Studying 
Studying 
Coventry City 
Standby Leave 
Shropshire 
Studying 

Dart Atlantic 
Lancashire IV 
Lincolnshire 
Studying 
Lincolnshire 
Lincolnshire 


Herefordshire II 
Herefordshire II 
Herefordshire III 


Studying 
Studying 
Studying 
Studying 
Dorsetshire 
Lincolnshire 
Studying 
Studying 


Standby Leave 
Ocean Bridge 
Standby Leave 
Standby Leave 
Ocean Bridge 
Standby Leave 


Cheshire II 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
19/02/1974 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
13/04/1984 


01/05/1966 
01/10/1966 
20/05/1967 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/06/1956 


Name 


Jones P.A 


Jones P.C 


Jones P.D 


Jones P.K 


Jones R 


Jones R.B 


Rank 


3rd Radio Officer 
Dept4 (Radio) 


Ath Radio Officer 


Dept4 (Radio) 
4th Eng Officer 
4th Radio Officer 
Dept4 (Radio) 
Radio Officer 


Dept2 (Engine) 
Engineer Cadet 


Deck Cadet 


Uncert Officer 
Deck Cadet 
Uncert 3rd Officer 
2nd Officer 


6th Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Bosun 


Ship 

Cheshire II 
Standby Leave 
Studying 
Devonshire | 
Devonshire | 
Standby Leave 
Devonshire | 
Devonshire | 
Standby Leave 
Cheshire III 
Shropshire 
Shropshire 
Yorkshire III 


Studying 
Studying 
Studying 


Oxfordshire 
Berkshire 
Derbyshire III 
Studying 
Australian Bridge 
Lancashire IV 


Lancashire IV 
Lancashire III 


Toronto City 
Standby Leave 
Cheshire IV 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Date 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


07/10/1973 
19/02/1974 
18/09/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


22/06/1968 
01/12/1968 


25/12/1969 
01/07/1970 
01/04/1971 


01/05/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


Name 


Jones R.C 


Jones R.D 


Jones R.E 


Jones R.M 


Rank 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


4th Eng Officer 


Chief Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Bosun 
2nd Elect Officer 
Electrical Officer 


7th Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 


Ship 


Studying 
Studying 
Studying 
Lancashire IV 
Atlantic Bridge 
Studying 
Studying 
Yorkshire IV 
Standby Leave 
Lincolnshire 
Laid Up 
Devonshire II 
Cambridgeshire 
Standby Leave 
Studying 
Yorkshire IV 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Devonshire | 

Pacific Bridge 
Pacific Bridge 
Derbyshire III 


SS Leicestershire 


Herefordshire II 
Herefordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 
Shropshire 
Shropshire 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1957 
01/04/1971 
01/08/1971 
29/04/1972 


01/11/1956 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Jones R.M 


Jones S.C 


Jones S.K 


Rank 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Chief Officer 


Ship 

Shropshire 
Shropshire 
Shropshire 
Yorkshire III 
Lancashire IV 
Lancashire IV 
Standby Leave 
Worcestershire III 
Worcestershire III 
Standby Leave 
Toronto City 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Westminster Bridge 
Wiltshire 
Lincolnshire 
Standby Leave 
Australian Bridge 
Lancashire IV 
Standby Leave 
Oxfordshire 
Oxfordshire 
Cheshire IV 
Oxfordshire 


Studying 


Standby Leave 
Arya Bod 
Worcestershire III 
Studying 
Australian Bridge 
Australian Bridge 
Standby Leave 
Studying 
Australian Bridge 
Berkshire 
Hampshire 
Studying 


Date 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 


01/10/1972 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


Name 


Jones S.K 


Jones S.T 


Jones T 


Jones T.J 


Jones W.H 


Jones W.M 


Jopson J 


Rank 


3rd Officer 
1st Officer 
Chief Officer 
3rd Officer 
2nd Officer 


Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 


Ext 3rd Eng Officer 
Engineer Cadet 
Dept2 (Engine) 


7th Eng Officer 
4th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Cook 


2nd Steward 


Ext 2nd Steward 


Ship 

Wiltshire 
Studying 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Devonshire II 
Studying 


Studying 
Studying 
Warwickshire 
Derbyshire III 
Studying 
Standby Leave 


SS Oxfordshire 
Studying 
Studying 


Staffordshire III 
Staffordshire III 
Worcestershire III 
Coventry City 
Standby Leave 
Pacific Bridge 


Devonshire II 
Hampshire 
Hampshire 
Wiltshire 
Hampshire 


Coventry City 


Devonshire | 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


14/10/1961 
01/04/1971 
01/08/1971 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/03/1975 
19/09/1975 
16/02/1976 
13/10/1977 
27/09/1978 


01/10/1972 


18/04/1961 


Name 


Joseph J.M 


Joseph W.J 


Joseph W.J.M 


Jost R.W 


Joy B 


Joy J.D 


Joy P.T 


Kachno A 


Kahn T 


Kam Mui 


Rank 
3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


Jnr Eng Officer 


Cook 


Jnr Eng Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


3rd Officer 
Chief Officer 


2nd Officer 


Ext 2nd Officer 
2nd Officer 


Serang (Deck) 


Carpenter 


Ship 


Devonshire | 


Devonshire | 
Devonshire | 


SS Leicestershire 
Studying 


Standby Leave 


Wiltshire 


Australian Bridge 


Cheshire IV 
Herefordshire III 
Studying 
Studying 
Lancashire IV 
Studying 
Studying 
Cheshire IV 


Arya Bod 
Standby Leave 
Studying 
Studying 
Cheshire IV 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Dorsetshire 
Warwickshire 
Dorsetshire 


Herefordshire III 


Berkshire 


Date 


01/05/1957 


01/06/1956 
01/11/1956 


01/05/1958 
01/11/1958 


01/04/1971 


27/09/1978 


23/02/1977 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


18/09/1974 


13/10/1977 


Name 


Kan K 


Kan R 


Kapur V 


Kashim M 


Kau C.K 


Kay D.J 


Kayes W.H 


Kays W 


Kays W.H 


Rank 


Bosun 
C.P.O 


Cook 


5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Storekeeper 


Chief Steward 


Carpenter 


Ext 2nd Steward 


2nd Steward 


Dept5 (Victualling) 


Ext 2nd Steward 
2nd Steward 
Purser 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 


Ship 


Berkshire 
Berkshire 


Standby Leave 


Warwickshire 
Australian Bridge 
Dart America 
Standby Leave 
Herefordshire III 


Gloucestershire 


Yorkshire IV 


Cheshire III 
Cheshire III 


SS Oxfordshire 


SS Warwickshire 
SS Warwickshire 
Standby Leave 


SS Oxfordshire 
SS Warwickshire 
Shropshire 
Lancashire IV 
Lancashire IV 
Cheshire III 
Cheshire III 
Standby Leave 
Pacific Bridge 
Standby Leave 
Warwickshire 
Yorkshire III 
Yorkshire III 


Date 


01/04/1971 
23/02/1977 


26/03/1980 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


25/12/1969 


30/04/1979 


01/03/1960 
01/10/1960 


01/10/1960 


14/10/1961 
01/05/1962 
01/03/1964 


18/04/1961 
01/03/1963 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


Kays W.H 


Kayser D 


Kearney A.P 


Keating J.J 


Keating W.J 


Keatley J 


Rank 


Purser 


Dept5 (Victualling) 
Purser 


Senior Mechanic 


5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


6th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


5th Eng Officer 


Bosun 


Ship 
Herefordshire III 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Worcestershire III 
Worcestershire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Dorsetshire 
Standby Leave 
Berkshire 
Yorkshire IV 
Cambridgeshire 
Cheshire IV 
Standby Leave 
Standby Leave 


Dart Atlantic 


Westminster Bridge 
Pacific Bridge 
Westminster Bridge 
Coventry City 
Westminster Bridge 
Studying 
Worcestershire II 


Cheshire III 
Cheshire III 
Cheshire III 


Cheshire III 


Halifax City 
Coventry City 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


29/04/1972 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/05/1962 
01/03/1964 
14/10/1964 


01/03/1963 


29/04/1972 
01/10/1972 


Name 


Keenan A.G 


Keenan D.A 


Keenan G.J 


Keenan J.G 


Keenan K.M 


Rank 


6th Eng Officer 
Carpenter 


Dept1 (Deck) 
2nd Officer 
Ext 2nd Officer 
Captain 


1st Officer 
Chief Officer 


Purser 


Dept5 (Victualling) 


Dept5 (Victualling) 


Jnr Eng Officer 
Ext 5th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 
2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Chief Eng Officer 
3rd Eng Officer 


Chief Eng Officer 
3rd Eng Officer 


Ship 


Cheshire III 
Shropshire 


Standby Leave 
English Bridge 
Australian Bridge 
Studying 
Studying 
Australian Bridge 
Standby Leave 
Dart Atlantic 
Mersey Bridge 


Shropshire 
Shropshire 
Yorkshire III 
Shropshire 
Standby Leave 


Standby Leave 


Coventry City 
Ocean Bridge 
Standby Leave 
Wiltshire 
Studying 
Australian Bridge 
Studying 
Mersey Bridge 
Oxfordshire 
Studying 
Warwickshire 
Berkshire 
Studying 
Standby Leave 
Cambridgeshire 
Studying 
Standby Leave 
Staffordshire IV 


Date 


01/03/1960 
21/11/1967 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


25/12/1969 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Keenan T 


Keighley A.J 


Keilty R.M 


Kellett P 


Kelly A.E 


Kelly F.J.C 


Kelly J 


Rank 


9th Eng Officer 
5th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Deck Cadet 


Dept1 (Deck) 


Storekeeper 


C.P.O 


Deck Cadet 


3rd Officer 


2nd Elect Officer 
Storekeeper 


Ship 
Worcestershire II 


Yorkshire III 
Yorkshire III 


Studying 
Studying 
Studying 
Studying 
Dorsetshire 
Lincolnshire 
Studying 
Studying 


Wiltshire 


Warwickshire 
Warwickshire 
Studying 
Studying 


Devonshire II 
Australian Bridge 
Hampshire 
English Bridge 


Studying 
Hampshire 
Herefordshire III 
Dorsetshire 
Studying 
Lincolnshire 
Lincolnshire 


Derbyshire II 
Canadian Bridge 
Australian Bridge 
Devonshire II 
Liverpool Bridge 
Wiltshire 


Date 


01/11/1958 
01/10/1960 
18/04/1961 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


Name 


Kelly J 


Kelly L.J 


Kelly P 


Kelly P.A 


Rank 


Storekeeper 


Electrical Officer 


9th Eng Officer 
Deck Cadet 


5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Ship 

Hampshire 
Lincolnshire 
Lincolnshire 
Devonshire II 
Staffordshire IV 


Standby Leave 
Lancashire IV 
Devonshire II 
Hampshire 


Herefordshire II 
Studying 
Berkshire 
Warwickshire 
Studying 
Devonshire II 
Studying 
Studying 
Standby Leave 


Derbyshire II 
Derbyshire II 
Studying 
Derbyshire II 
Standby Leave 
Berkshire 
Standby Leave 
Lincolnshire 
Wiltshire 
Lincolnshire 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 


Date 


30/04/1979 
21/05/1981 
22/04/1983 
21/10/1983 
13/04/1984 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/03/1960 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Kelly P.A 


Kelly R.W 


Kelly T.D 


Kelly T.M 


Kelly T.M.C 


Rank 
Chief Eng Officer 


Electrical Officer 


C.P.O 


5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 


Ship 
Lancashire IV 
Lancashire IV 
Cheshire IV 
Standby Leave 
Head Office 
Standby Leave 


Derbyshire III 
Oxfordshire 
Atlantic Bridge 
Herefordshire III 
Mersey Bridge 
Hampshire 


Wiltshire 


Herefordshire II 
Herefordshire II 
Studying 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Studying 
Standby Leave 
Worcestershire II 
Worcestershire II 
Herefordshire II 
Derbyshire II 
Standby Leave 
Herefordshire III 
Herefordshire II 
Standby Leave 
Studying 
Studying 
Worcestershire III 
Worcestershire III 
Atlantic Bridge 
Standby Leave 


Date 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


30/04/1979 


01/06/1956 
01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 
01/09/1959 


01/11/1957 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Kembery S.J 


Kemp G.N 


Kendall D.R 


Kendall R 


Kendrick J 


Kendrick R.F 


Kendrick R.F.A 


Kennan A.G 


Kennedy A 


Rank 
3rd Officer 


Snr 3rd Officer 


3rd Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 
3rd Officer 


Carpenter 


2nd Elect Officer 
Electrical Officer 


Ship 


Hampshire 


SS Oxfordshire 
SS Oxfordshire 


English Bridge 


Studying 
Studying 
Studying 
Ocean Bridge 
Devonshire II 
Studying 
Standby Leave 


Derbyshire II 
Studying 
Herefordshire II 
Devonshire | 


Staffordshire II 


Staffordshire Ill 
Cheshire III 
Cheshire III 
Shropshire 
Lancashire IV 
Toronto City 
Studying 
Staffordshire III 
Staffordshire Ill 
Westminster Bridge 


Shropshire 


Devonshire II 
Hampshire 
Devonshire II 


Date 
27/09/1982 


18/04/1961 
14/10/1961 


16/02/1976 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


10/05/1965 


14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


20/05/1967 


01/03/1975 
19/09/1975 
10/09/1976 


Name 


Kennedy A 


Kennedy D.J 


Kennedy J.R 


Kennedy V 


Rank 


Electrical Officer 


Senior Elect Officer 


Jnr Eng Officer 


Purser 


Trainee Radio Officer 


Purser 


Dept2 (Engine) 
8th Eng Officer 
7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
6th Eng Officer 


5th Eng Officer 


Ship 


Standby Leave 
Staffordshire IV 
Standby Leave 
Dart Atlantic 

Standby Leave 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Standby Leave 
Standby Leave 


Westminster Bridge 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Ocean Bridge 
Cheshire IV 
Hampshire 
Warwickshire 
Dorsetshire 
Cambridgeshire 
Berkshire 
Lincolnshire 
Standby Leave 
Standby Leave 


Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
SS Warwickshire 
Yorkshire III 

SS Leicestershire 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Kennedy V 


Kenning A.L 


Kenning L 


Kenny T 


Kent R.S.W 


Kenyon J 


Kenyon P.R.H 


Kerbyson A.J 


Rank 


Dept2 (Engine) 


7th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


7th Eng Officer 


Jnr Eng Officer 


5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
3rd Eng Officer 


2nd Officer 


Ext 2nd Officer 
2nd Officer 


Dept2 (Engine) 
Engineer Cadet 


Ship 


Standby Leave 
Standby Leave 


Worcestershire II 
SS Leicestershire 


Standby Leave 


SS Leicestershire 


Standby Leave 


Shropshire 
Yorkshire III 
Warwickshire 
Standby Leave 
Worcestershire III 
Standby Leave 
Ocean Bridge 
Wiltshire 
Westminster Bridge 
Berkshire 
Lancashire IV 
Studying 
Studying 
Standby Leave 


Derbyshire III 
Atlantic Bridge 
Wiltshire 
Lincolnshire 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Lancashire IV 
Yorkshire IV 


Date 


14/10/1964 
10/05/1965 


18/04/1961 
01/05/1962 


14/10/1961 


14/10/1961 


13/04/1984 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Kerbyson A.J 


Kerbyson H 


Kerr A 


Kerrison T.C 


Kerry P.D 


Rank 


Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


2nd Eng Officer 
Jnr Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


Captain 


Dept1 (Deck) 


Captain 


Baker 


Electrical Officer 


Jnr Eng Officer 


Ship 

Studying 
Mersey Bridge 
Cambridgeshire 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Studying 
Yorkshire IV 
Staffordshire IV 
Devonshire II 
Cambridgeshire 
Devonshire II 
Studying 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 

SS Warwickshire 
SS Warwickshire 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 


SS Leicestershire 
SS Leicestershire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Oxfordshire 
Lancashire IV 
Cambridgeshire 
Lancashire IV 
Standby Leave 


Standby Leave 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/06/1956 
01/11/1956 
01/05/1957 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


30/04/1979 


Name 


Kerry P.D 


Kershaw D 


Keynon W.A.S 


Khabil M 


Khalil M 


Khan A.A 


Khan N 


Kielthy P.J 


Kielthy P.K 


Kielty .M 


Kielty R.M 


Kilcommins P.T 


Rank 
4th Eng Officer 


Cook 


Cook 


Cook 


Cook 


Serang (Deck) 


Radio Officer 


2nd Radio Officer 
Radio Officer 


Dept4 (Radio) 


Radio Officer 


5th Eng Officer 


Jnr Eng Officer 


4th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
Ext 4th Eng Officer 


Ship 


Standby Leave 


Australian Bridge 


Herefordshire III 
Herefordshire III 


Warwickshire 


Atlantic Bridge 
Worcestershire III 
Worcestershire III 


Atlantic Bridge 


Pacific Bridge 


Yorkshire III 
Herefordshire III 
Herefordshire II 
Yorkshire III 
Yorkshire III 
Pacific Bridge 
Standby Leave 
Standby Leave 
Atlantic Bridge 


Dart Atlantic 


Dart Atlantic 


Coventry City 
Standby Leave 
Standby Leave 
Toronto City 


Date 


26/09/1979 


18/09/1974 


21/05/1981 
21/10/1981 


26/09/1979 


01/10/1972 
01/03/1975 
19/09/1975 


01/10/1972 


21/11/1967 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


13/10/1977 


15/03/1978 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Kilcommins P.T 


Kilcummins P 


Kilgellan T.J.A 


Killen J.C.J 


Killey H 


Killey W.H 


Kim L 


Kimberley D 


Rank 
4th Eng Officer 


5th Eng Officer 


Surgeon 


Engineer Cadet 


Jnr Eng Officer 


Dept5 (Victualling) 


Chef 


Cook 


Writer 


2nd Steward 
Dept5 (Victualling) 


Purser 


Ship 
Arya Bod 


Warwickshire 


SS Leicestershire 


Studying 
Studying 
Studying 
Studying 
Ocean Bridge 
Devonshire II 
Studying 

Dart Atlantic 
Devonshire II 
Yorkshire IV 
Dart Atlantic 
Standby Leave 


Standby Leave 


SS Leicestershire 


Cheshire IV 
Northamptonshire 


Gloucestershire 
Gloucestershire 
Staffordshire III 
Standby Leave 
Standby Leave 
Yorkshire III 
Herefordshire III 
Warwickshire 
Worcestershire III 
Worcestershire III 
Toronto City 
Toronto City 
Standby Leave 


Date 
18/09/1974 


29/04/1972 


01/05/1958 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1957 


01/05/1958 


27/09/1978 
26/09/1979 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


Name 


Kimberley D 


Kimond P.A 


Kimpton J 


Kincla G.P 


Kinela G.P 


King B.J 


Rank 


Dept5 (Victualling) 
Purser 


Deck Cadet 


Cook 


Dept2 (Engine) 


5th Eng Officer 


Deck Cadet 


Ext 3rd Officer 
3rd Officer 
2nd Officer 
Ext 2nd Officer 
2nd Officer 


Ship 

Standby Leave 
Worcestershire III 
Standby Leave 
Warwickshire 
Ocean Bridge 
Lancashire IV 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Lancashire IV 
Lancashire IV 
Standby Leave 
Dorsetshire 
Lancashire IV 
Dorsetshire 
Lancashire IV 


Studying 
Hampshire 


Staffordshire IV 
Standby Leave 


Standby Leave 


Toronto City 


Atlantic Bridge 
Studying 
Wiltshire 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Studying 
Devonshire II 
Studying 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 


22/04/1983 
21/10/1983 


26/03/1980 
21/05/1981 


01/07/1970 


25/12/1969 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


Name 


King B.J 


King D.P 


King H.M 


King J.L 


King K 


King M 


Rank 
2nd Officer 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Chief Eng Officer 


Carpenter 


Dept1 (Deck) 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Staffordshire IV 


Standby Leave 
Derbyshire II 
Yorkshire III 
Standby Leave 


Derbyshire II 
Yorkshire III 

SS Warwickshire 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 
Derbyshire III 
Derbyshire III 
Standby Leave 
Pacific Bridge 
Derbyshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Worcestershire III 
Westminster Bridge 
Standby Leave 


Dart Atlantic 
Studying 


Cheshire IV 
Oxfordshire 
Cheshire IV 


Standby Leave 


Date 


06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


19/09/1975 
16/02/1976 


19/09/1975 
23/02/1977 
15/03/1978 


01/10/1972 


Name 


King M.G 


King P.D 


Kingsmill M 


Rank 


Supernumerary 
Captain 

Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Jnr Eng Officer 


Deck Cadet 


Jnr 3rd Officer 
Snr 3rd Officer 


Dept1 (Deck) 
3rd Officer 


2nd Officer 


Ship 


Pacific Bridge 
Westminster Bridge 
Standby Leave 
Westminster Bridge 
Ocean Bridge 
Atlantic Bridge 
Standby Leave 
Atlantic Bridge 
Pacific Bridge 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Ocean Bridge 
Canadian Bridge 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 


Dart Atlantic 
Standby Leave 
Derbyshire IV 


Shropshire 
Shropshire 
Devonshire | 
Herefordshire II 
Herefordshire II 
SS Warwickshire 
Yorkshire III 
Staffordshire II 
Studying 
Cheshire III 
Cheshire III 
Lancashire IV 
Yorkshire III 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


26/09/1979 
26/03/1980 
18/09/1980 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


Name 


Kinkead P.W.A 


Kinnear D.W 


Kirchen F.R 


Kirchin F.R 


Kirkland D.J 


Kirkland J 


Kirkland J.H 


Rank 
2nd Officer 
Chief Officer 


Ext 2nd Officer 
2nd Officer 


Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
Ext 2nd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 


Pumpman 


Storekeeper 
Pumpman 


Carpenter 


Carpenter 


Ship 


Warwickshire 
Studying 

Dart Atlantic 
Lancashire IV 


Herefordshire III 
Standby Leave 
Lincolnshire 


Studying 
Standby Leave 


Coventry City 
Westminster Bridge 
Standby Leave 
English Bridge 
Atlantic Bridge 
Standby Leave 
Hampshire 
Lincolnshire 
Worcestershire III 
Ocean Bridge 
Standby Leave 
Liverpool Bridge 
English Bridge 


Australian Bridge 
Ocean Bridge 
Canadian Bridge 
English Bridge 
Liverpool Bridge 
Australian Bridge 
Derbyshire III 


Herefordshire II 
Herefordshire II 


Herefordshire II 
Herefordshire II 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1972 
01/04/1973 
07/10/1973 


01/07/1970 
01/04/1971 


25/12/1969 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/11/1956 
01/05/1957 


01/11/1957 
01/05/1958 


Name 


Kirkland J.H 


Kirkpatrick C 


Kirkpatrick C.D 


Kirmond P.A 


Kitchen N.P 


Kitchen S.J 


Rank 


Carpenter 


3rd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Deck Cadet 


3rd Officer 


2nd Officer 


Ship 
Herefordshire II 


Herefordshire II 
Herefordshire II 


Devonshire | 
Devonshire | 
Herefordshire II 


Studying 
Herefordshire II 


Lancashire IV 
Studying 


Standby Leave 
Cheshire IV 
Studying 
Devonshire II 
English Bridge 
Canadian Bridge 
Studying 
Lancashire IV 
Cheshire IV 


Warwickshire 
Devonshire II 
English Bridge 
Berkshire 
Herefordshire III 
Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Yorkshire IV 


Date 


01/11/1958 
01/09/1959 
01/03/1960 


01/06/1956 
01/11/1956 
01/05/1958 


01/05/1957 
01/11/1957 


21/10/1981 
27/09/1982 


07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Kneale W.J 


Knight A.W 


Knight G.C 


Knight T.J 


Knights M.R 


Knowles D 


Knowles E 


Knowles R.J.P 


Kobad S 


Konar H.N 


Rank 


Ext 2nd Steward 
2nd Steward 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 


Radio Officer 


Cook 


Dept4 (Radio) 
Radio Officer 


5th Eng Officer 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Ext 2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 
2nd Officer 


Chief Officer 


Cook 


P.O. 


Ship 
Devonshire | 


Herefordshire II 
Herefordshire II 


Standby Leave 
SS Oxfordshire 
Standby Leave 


Standby Leave 
Berkshire 
Cheshire IV 


Westminster Bridge 


Standby Leave 
Derbyshire III 


Gloucestershire 


Gloucestershire 
Toronto City 
Standby Leave 


English Bridge 
Standby Leave 
Lancashire IV 
Lancashire IV 
Standby Leave 
Studying 
Studying 
Liverpool Bridge 
Standby Leave 
Herefordshire III 
Standby Leave 


Herefordshire III 


Dorsetshire 


Date 


14/10/1961 
01/05/1962 
01/03/1963 


01/11/1956 
01/05/1957 
01/11/1957 


19/09/1975 
10/09/1976 
23/02/1977 


25/12/1969 


20/05/1967 
21/11/1967 


01/04/1971 


01/07/1970 
01/08/1971 
01/10/1972 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


06/04/1982 


30/04/1979 


Name 


Kong T.K 


Kong W.W 


Kong Y.W 


Kousai P.J 


Krikor A.A 


Kuczynski R.J 


Kuczynski R.V 


Kumar D 


Kumarasinghe K.R 


Rank 


Leading Steward 


Leading Steward 


Leading Steward 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 
Chief Officer 
2nd Officer 


Dept1 (Deck) 


3rd Officer 


3rd Officer 


2nd Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


Ship 


Oxfordshire 
Yorkshire IV 
Yorkshire IV 


Yorkshire IV 


Cheshire IV 


Standby Leave 
Cheshire IV 
Standby Leave 


Oxfordshire 
Studying 
English Bridge 
Standby Leave 
Silver Bridge 
Standby Leave 


Studying 


Warwickshire 
Berkshire 
Pacific Bridge 


Atlantic Bridge 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Herefordshire III 
Warwickshire 


Staffordshire II 
Staffordshire III 
Staffordshire III 
Studying 


Date 


01/10/1972 
10/09/1976 
23/02/1977 


21/05/1981 


19/09/1975 


07/10/1973 
19/02/1974 
18/09/1974 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


07/10/1973 


29/04/1972 
01/10/1972 
01/04/1973 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


Name 


Kumarasinghe K.R 


Kumarasinghe R.K 


Kunze A.R 


Kwai L 


Kwai S.S 


Kwan F 


Kwok K 


Rank 
3rd Officer 


Dept1 (Deck) 
2nd Officer 


Deck Cadet 


Deck Cadet 


3rd Officer 


Chief Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 

Act Chief Officer 
Chief Officer 


Cook 


Leading Steward 


C.P.O 


C.P.O 


Ship 
Lancashire IV 
Herefordshire III 
Studying 
Yorkshire III 
Shropshire 
Shropshire 
Shropshire 
Shropshire 
Cheshire IV 


SS Warwickshire 
Yorkshire III 


Staffordshire Ill 
Staffordshire Ill 
Pacific Bridge 
Yorkshire III 
Worcestershire III 
Wiltshire 
Standby Leave 
Pacific Bridge 
Lincolnshire 
Dart America 
Studying 
Wiltshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 


Berkshire 


Berkshire 


Oxfordshire 
Oxfordshire 


Berkshire 
Berkshire 


Date 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


01/03/1964 
14/10/1964 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


18/09/1980 


18/09/1980 


01/10/1972 
23/02/1977 


22/04/1983 
21/10/1983 


Name 


Kwong L 


Kwong Y 


Kwun W.L 


Kyle A.M 


Lacey O.E 


Lacey O.R 


Ladu S 


Ladu S.K 


Laing R 


Laing R.F 


Lait M.E 


Rank 


No 1 Mechanic 


No 1 Mechanic 


C.P.O 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Storekeeper 


Storekeeper 


Cook 


Cook 


Dept2 (Engine) 
3rd Eng Officer 


9th Eng Officer 
6th Eng Officer 


4th Eng Officer 


Engineer Cadet 


Ship 


Cheshire IV 


Berkshire 


Berkshire 


Pacific Bridge 
Westminster Bridge 
Standby Leave 
Atlantic Bridge 
Pacific Bridge 
Australian Bridge 
Australian Bridge 


SS Warwickshire 


SS Warwickshire 


Cambridgeshire 
Cambridgeshire 


Lancashire IV 
Lancashire IV 
Ocean Bridge 


Standby Leave 
Coventry City 
Westminster Bridge 


Herefordshire II 
Yorkshire III 
Worcestershire III 
Shropshire 


Studying 


Date 


01/04/1971 


01/04/1971 


18/09/1980 


01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/11/1957 


01/05/1958 


06/04/1982 
27/09/1982 


19/09/1975 
16/02/1976 
23/02/1977 


20/05/1967 
21/11/1967 
01/12/1968 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


13/10/1977 


Name 


Laitham C.| 


Lakin S 


Lali C 


Lam C.T 


Lam P.S 


Lam T.C 


Lamb S.G 


Lambert P.W 


Rank 


Jnr Eng Officer 


2nd Radio Officer 


Dept4 (Radio) 
Radio Officer 


Cook 


Cook 


Leading Steward 


Cook 


Dept2 (Engine) 


Engineer Cadet 


4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Ext 4th Eng Officer 


3rd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ship 


Standby Leave 


Lancashire IV 
Lancashire IV 
Shropshire 
Standby Leave 
Coventry City 


Herefordshire III 


Cheshire IV 


Berkshire 


Cheshire IV 
Cheshire IV 


Studying 
Studying 
Studying 
Studying 
Studying 
Gloucestershire 
Westminster Bridge 
Montreal City 
Standby Leave 
Atlantic Bridge 
Pacific Bridge 
Derbyshire III 
English Bridge 


Worcestershire III 
Worcestershire III 
Lancashire IV 
Lancashire III 
Lancashire IV 
Lancashire IV 
Studying 
Standby Leave 


Date 


26/03/1980 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


27/09/1978 


18/09/1974 


13/10/1977 


26/03/1980 
18/09/1980 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


Name 


Lambert P.W 


Lambert R.A 


Lambert R.A.H 


Lambie |I.M.B 


Lambton C 


Lamont J.D 


Rank 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


6th Eng Officer 


6th Eng Officer 
Dept2 (Engine) 


Ext 2nd Officer 
1st Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Ship 

Coventry City 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Toronto City 
Lincolnshire 
Standby Leave 
Australian Bridge 
Dart America 
Standby Leave 
Standby Leave 
Canadian Bridge 
Dart America 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Dart Atlantic 


Shropshire 


Pacific Bridge 
Standby Leave 


Lincolnshire 
Lincolnshire 


Studying 
Studying 
Herefordshire III 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


Standby Leave 
Gloucestershire 


Date 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/10/1966 


20/05/1967 
21/11/1967 


01/10/1972 
10/09/1976 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


30/06/1969 
25/12/1969 


Name 


Lamont J.D 


Lan Y 


Lancaster P.J 


Lane G 


Lane T 


Rank 


3rd Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Chief Eng Officer 


Leading Steward 


Jnr Eng Officer 


5th Eng Officer 


Baker 
Dept5 (Victualling) 


2nd Elect Officer 
Electrical Officer 


Ship 
Gloucestershire 
Gloucestershire 
Studying 
Wiltshire 
Westminster Bridge 
English Bridge 
Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Wiltshire 
Liverpool Bridge 
Derbyshire III 
Derbyshire III 
Derbyshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 


Oxfordshire 
Oxfordshire 


Worcestershire III 
Standby Leave 
Lincolnshire 


Worcestershire II 
Standby Leave 


Toronto City 
Coventry City 
Arya Bod 
English Bridge 


Date 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 
29/04/1972 


19/09/1975 
16/02/1976 
10/09/1976 


18/04/1961 
14/10/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


Lane T 


Lane T.M 


Lane T.M.J 


Langan D 


Langlands D.N.T 


Larcombe R.C 


Larkin G 


Larkin T.A 


Laschke A.M 


Latham C 


Latham C.| 


Rank 


Electrical Officer 


Senior Elect Officer 


Electrical Officer 


Senior Elect Officer 


Electrical Officer 


4th Eng Officer 


Dept2 (Engine) 
6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Carpenter 


Deck Cadet 


Deck Cadet 


Chief Eng Officer 


2nd Eng Officer 


6th Eng Officer 
4th Eng Officer 


5th Eng Officer 


Jnr Eng Officer 


Engineer Cadet 


Ship 


Ocean Bridge 


Worcestershire III 


Ocean Bridge 
Yorkshire IV 
Ocean Bridge 
Herefordshire III 
Silver Bridge 


Staffordshire III 
Staffordshire III 
Standby Leave 


Standby Leave 
Atlantic Bridge 
Standby Leave 
Warwickshire 


Derbyshire III 
Lancashire IV 
Derbyshire III 


Staffordshire Ill 


Toronto City 


Standby Leave 


Cheshire III 
Cheshire III 


Shropshire 


Warwickshire 


Studying 
Studying 
Yorkshire IV 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 


25/12/1969 
01/07/1970 
01/04/1971 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


20/05/1967 
21/11/1967 
19/02/1974 


01/05/1966 


01/10/1972 


16/02/1976 


01/10/1960 
18/04/1961 


14/10/1961 


26/09/1979 


16/02/1976 
23/02/1977 
13/10/1977 


Name 


Latham C.| 


Laugharne F.B 


Laurence C.A 


Lavelle J.J 


Lawler C 


Lawler C.A 


Lawler J.F 


Rank 


Engineer Cadet 
Jnr Eng Officer 


Radio Officer 


Ext 2nd Officer 
2nd Officer 


Captain 


Storekeeper 


Storekeeper 


Storekeeper 


2nd Steward 


2nd Steward 


Ship 
Devonshire II 
Standby Leave 
Dorsetshire 
Hampshire 
Staffordshire IV 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 


Dart Atlantic 
Dart America 
Dart Atlantic 
Studying 


English Bridge 
Canadian Bridge 


SS Oxfordshire 
Derbyshire II 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Cheshire II 
Cheshire II 

SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 


SS Leicestershire 


Date 


15/03/1978 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 


23/02/1977 
13/10/1977 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
18/04/1961 


14/10/1961 


Name 


Lawrence B 


Lawrence N.A 


Lawrenson J 


Lawrenson W 


Lawson A.E 


Lawson D 


Lawson D.H 


Lawson D.M 


Lawson M 


Lawson R 


Lay F 


Lay F.H 


Lay M.M 


Laycock H.M 


Rank 
4th Eng Officer 


Radio Officer 


3rd Eng Officer 


Ext 4th Eng Officer 


Carpenter 


Snr 2nd Elect Officer 


Electrical Officer 


2nd Elect Officer 


Dept2 (Engine) 


Engineer Cadet 


Chief Eng Officer 


Chief Eng Officer 


Chief Eng Officer 
9th Eng Officer 
7th Eng Officer 


Radio Officer 


Ship 


Shropshire 


Standby Leave 


Warwickshire 
Worcestershire III 
Pacific Bridge 


Dart America 


Dorsetshire 


Devonshire | 


Devonshire | 


SS Warwickshire 
Shropshire 


Studying 


Yorkshire III 


Staffordshire II 
Staffordshire II 


Staffordshire II 
Staffordshire II 


Staffordshire Il 
Derbyshire II 
Derbyshire II 


Yorkshire III 


Date 
14/10/1961 


19/02/1974 


29/04/1972 
01/10/1972 
01/04/1973 


07/10/1973 


15/03/1978 


01/09/1959 


18/04/1961 


01/03/1960 
01/10/1960 


01/03/1963 


14/10/1964 


01/11/1956 
01/05/1957 


01/11/1957 
01/05/1958 


01/06/1956 
01/06/1956 
01/11/1956 


30/06/1969 


Name 


Le Faye F.N 


Le Marchand A.G 


Le Marchand G. 


Leach J.L 


Lear H.N 


Leatham K 


Leather G 


Leather G.A 


Rank 


Purser 


Electrical Officer 


Senior Elect Officer 


Trainee Elect Officer 


Engineer Cadet 


Dept3 (Electrical) 
2nd Elect Officer 


Dept2 (Engine) 


Purser 


Dept5 (Victualling) 


5th Eng Officer 


Ship 
Wiltshire 


Warwickshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Lincolnshire 
Safe Dominia 
Standby Leave 


Yorkshire IV 


Studying 
Studying 
Warwickshire 
Studying 
Northamptonshire 
Studying 
Studying 


Standby Leave 
Shropshire 


Standby Leave 


SS Warwickshire 
SS Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Yorkshire III 


Date 


19/02/1974 


13/10/1977 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
13/04/1984 


23/02/1977 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 


01/11/1958 
01/09/1959 


01/05/1957 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/12/1968 


Name 


Leather G.A 


Leatherbarrow C 


Lee A 


Lee A.S 


Lee J 


Lee M.C 


Lee N.T 


Lee P 


Lee P.G 


Lee S.J 


Rank 
5th Eng Officer 


Cook 


Butcher 


Butcher 


Carpenter 


Electrical Officer 


Trainee Elect Officer 


8th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Engineer Cadet 
2nd Elect Officer 
Engineer Cadet 


5th Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Jnr 3rd Officer 
3rd Officer 


Ship 


Coventry City 


Staffordshire IV 
Hampshire 
Staffordshire IV 
Devonshire II 


Worcestershire II 


SS Warwickshire 


Lancashire IV 


Staffordshire Ill 


Staffordshire IV 


Staffordshire Il 
Staffordshire Il 
Standby Leave 
Studying 
Studying 
Studying 
Studying 
Toronto City 
Studying 


Herefordshire II 


Cheshire III 
Cheshire III 
Herefordshire II 
Herefordshire II 
Yorkshire III 
Yorkshire III 
Studying 
Gloucestershire 
Shropshire 


Date 


30/06/1969 


21/05/1981 
21/10/1981 
21/10/1983 
13/04/1984 


01/03/1960 


01/09/1959 


20/05/1967 


01/07/1970 


26/09/1979 


01/05/1957 
01/11/1957 
01/05/1958 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
25/12/1969 


01/11/1958 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Lee S.J 


Leech C 


Leigh H 


Leighton T 


Leitch B.A 


Leonard C 


Leung H 


Leung M.Y 


Levell R 


Rank 


Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


2nd Eng Officer 


Dept5 (Victualling) 


Deck Cadet 


3rd Officer 


Carpenter 


2nd Officer 


Captain 


Cook 


Baker 


Purser 


Ship 

Studying 
Worcestershire III 
Standby Leave 
Derbyshire III 
Lancashire IV 
Lancashire III 


English Bridge 
Wiltshire 
Wiltshire 


Standby Leave 


Derbyshire III 
Derbyshire III 
Studying 
Australian Bridge 
Ocean Bridge 
Studying 
Studying 
Canadian Bridge 
Standby Leave 
Standby Leave 


Staffordshire II 


Warwickshire 
Standby Leave 
Mersey Bridge 
Studying 


Berkshire 
Yorkshire IV 


Berkshire 


Atlantic Bridge 
Australian Bridge 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/04/1973 
07/10/1973 
19/02/1974 


18/04/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/05/1958 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


13/10/1977 
18/09/1980 


22/04/1983 


16/02/1976 
10/09/1976 


Name 


Levell R 


Lewis D.G.C 


Lewis D.S 


Lewis E 


Lewis E.C 


Rank 


Purser 


Dept2 (Engine) 


7th Eng Officer 
Dept2 (Engine) 


7th Eng Officer 
Electrical Officer 


Senior Elect Officer 


Electrical Officer 


Cook 


Deck Cadet 


Ship 


Lincolnshire 
Oxfordshire 


Standby Leave 


Staffordshire III 
Standby Leave 
Standby Leave 
Westminster Bridge 
Cheshire IV 
Lincolnshire 
Hampshire 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Yorkshire IV 
English Bridge 
Devonshire II 
Standby Leave 
Derbyshire III 
Hampshire 
Derbyshire III 
Standby Leave 
Derbyshire IV 
Standby Leave 
Devonshire II 
Standby Leave 
Devonshire II 
Devonshire II 
Yorkshire IV 
Yorkshire IV 


Trinidad & Tobago 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Yorkshire III 
Yorkshire III 


Date 


23/02/1977 
13/10/1977 


25/12/1969 


20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/04/1984 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Lewis P.D 


Lewis R.A 


Lewis Reid E 


Lewis S 


Lewis-Reid E 


Ley P.G 


Ley P.S.G 


LiC.B 


LiS.M 


Li W.F 


Lr¥.¥. 


Lightbrown A 


Rank 


Purser 


5th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 


Surgeon 


Chief Eng Officer 


Surgeon 


6th Eng Officer 


9th Eng Officer 
7th Eng Officer 
6th Eng Officer 


Leading Steward 


Cook 


Cook 


C.P.O 


6th Eng Officer 
5th Eng Officer 


Ship 


Standby Leave 
Hampshire 


Arya Bod 
Standby Leave 
Oxfordshire 


SS Leicestershire 


Standby Leave 
Standby Leave 
Warwickshire 


Worcestershire II 
SS Leicestershire 


Derbyshire II 


Herefordshire II 
Herefordshire II 
Herefordshire II 


Berkshire 


Oxfordshire 


Yorkshire IV 


Yorkshire IV 
Cheshire IV 
Cheshire IV 


Cheshire III 
Yorkshire III 


Date 


19/09/1975 
16/02/1976 


19/02/1974 
19/02/1974 
18/09/1974 


01/11/1956 


16/02/1976 
10/09/1976 
23/02/1977 


01/06/1956 
01/05/1957 


01/11/1957 


01/06/1956 
01/11/1956 
01/05/1957 


18/09/1974 


13/10/1977 


13/10/1977 


13/10/1977 
06/04/1982 
27/09/1982 


15/11/1965 
01/10/1966 


Name 


Lightfoot A.F 


Lightfoot B 


Lilley R 


Rank 


Snr 3rd Officer 
Snr 3rd Eng Officer 
Snr 3rd Officer 


Dept1 (Deck) 
2nd Officer 


Chief Officer 


Dept1 (Deck) 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Captain 


Dept1 (Deck) 
2nd Officer 


Jnr Eng Officer 


5th Eng Officer 
Jnr Eng Officer 


Ship 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Leicestershire 
Studying 
Lancashire IV 
Worcestershire III 
Derbyshire III 
Herefordshire II 
Worcestershire III 
Standby Leave 
Standby Leave 
Standby Leave 
Coventry City 
Worcestershire III 
Standby Leave 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 
Warwickshire 
Lancashire IV 
Herefordshire III 
Standby Leave 
Warwickshire 
Oxfordshire 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 


Standby Leave 
Coventry City 


Standby Leave 
Hampshire 
Standby Leave 
Australian Bridge 
Hampshire 

Laid Up 


Date 


14/10/1961 
01/05/1962 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


30/06/1969 
25/12/1969 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 


Name 


Lilley R 


Lilley R.W 


Lindsay W 


Lindsay W.D 


Lindsay W.F 


Lindsay W.P 


Rank 
4th Eng Officer 


Jnr Eng Officer 


Jnr Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


2nd Eng Officer 


2nd Eng Officer 


8th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 


2nd Eng Officer 


Ship 
Devonshire II 
Yorkshire IV 
Standby Leave 
Cheshire IV 
Devonshire II 


Staffordshire IV 


Studying 

Studying 

Standby Leave 
Westminster Bridge 


Atlantic Bridge 


Standby Leave 


Herefordshire II 
Herefordshire II 
Yorkshire III 
Worcestershire III 
Worcestershire III 
Lancashire IV 
Studying 
Standby Leave 
Derbyshire III 
Standby Leave 
Westminster Bridge 
Studying 
Studying 
Oxfordshire 
English Bridge 
Cheshire IV 
Lancashire IV 
Ocean Bridge 
Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


13/10/1977 


10/05/1965 
15/11/1965 
21/11/1967 
01/12/1968 


25/12/1969 


13/04/1984 


01/03/1963 
01/03/1964 
14/10/1964 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Lindsay W.P 


Ling W.H.G.M 


Linnett A 


Little F 


Rank 
2nd Eng Officer 


Surgeon 


4th Radio Officer 


3rd Radio Officer 
2nd Radio Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Staffordshire IV 
Standby Leave 
Standby Leave 


SS Leicestershire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Staffordshire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Derbyshire II 

SS Warwickshire 


SS Leicestershire 
SS Leicestershire 
Standby Leave 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Staffordshire III 
Staffordshire III 
Staffordshire Il 
Staffordshire III 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/05/1962 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Little F 


Little J 


Little S.C 


Little S.G 


Llewellyn C.A 


Lloyd E.M 


Lloyd J.T 


Lloyd P.G 


Lloyd R.M 


Lloyd T.A 


Lo C.K 


Lo C.W 


Lo P.K 


Locke H.G 


Rank 
Chief Eng Officer 


Storekeeper 


Deck Cadet 


Deck Cadet 


9th Eng Officer 


G.P.0 


Dept2 (Engine) 
6th Eng Officer 
5th Eng Officer 


4th Eng Officer 


C.P.O 


Jnr Eng Officer 


4th Eng Officer 


Carpenter 


C.P.O 


G.P:0 


Dept2 (Engine) 


Ship 


Staffordshire Ill 
Staffordshire Ill 
Staffordshire Ill 


English Bridge 


Berkshire 


Studying 


Herefordshire II 


Devonshire II 
Hampshire 
Lincolnshire 


Standby Leave 
Worcestershire III 
Derbyshire III 
Herefordshire II 
Shropshire 


Devonshire II 


Worcestershire III 


Coventry City 


Cheshire IV 


Cheshire IV 
Cheshire IV 


Oxfordshire 


Standby Leave 


Date 


01/05/1966 
01/10/1966 
20/05/1967 


18/09/1974 


16/02/1976 


19/09/1975 


01/10/1960 


16/02/1976 
10/09/1976 
23/02/1977 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
21/11/1967 


15/03/1978 


01/03/1975 


20/05/1967 


16/02/1976 


18/09/1974 
13/10/1977 


18/09/1974 


07/10/1973 


Name 


Locke H.G 


Lockhart A 


Lockhart A.K 


Lockie M 


Lockwood R 


Lockyer R 


Lofthouse R.L 


Rank 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 
4th Eng Officer 


Bosun 


Bosun 


Dept2 (Engine) 
Engineer Cadet 
7th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


6th Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


Ext 5th Eng Officer 


Ship 
Derbyshire III 
Berkshire 
Hampshire 
Berkshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 


Dart America 


Dart America 
Canadian Bridge 
Dart America 


Studying 
Studying 
Studying 
Staffordshire III 
Staffordshire III 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Yorkshire III 
Atlantic Bridge 
Studying 

Dart America 
Standby Leave 


Cheshire III 


Standby Leave 
Derbyshire II 
Derbyshire II 


Standby Leave 
Hampshire 
Australian Bridge 


Date 


19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


13/10/1977 


23/02/1977 
23/02/1977 
15/03/1978 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


01/03/1963 


01/05/1957 
01/11/1957 
01/05/1958 


10/09/1976 
23/02/1977 
13/10/1977 


Name 


Lofty W.G 


Lofty W.G.A 


Lofty W.J 


Long G.| 


Long J.R 


Longbone D.E 


Longrigg J.R 


Longworth B 


Longworth J 


Lord G 


Lord G.W 


Rank 


12th Eng Officer 
9th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 


9th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


12th Eng Officer 
5th Eng Officer 


5th Eng Officer 


4th Eng Officer 


2nd Officer 


Jnr Eng Officer 


7th Eng Officer 


C.P.O 


C.P.O 


Ship 
SS Oxfordshire 


SS Oxfordshire 
SS Warwickshire 


Standby Leave 
Standby Leave 


SS Oxfordshire 


Atlantic Bridge 
Shropshire 
Oxfordshire 
Coventry City 
Studying 
Standby Leave 
Australian Bridge 
Dart Atlantic 
English Bridge 


SS Oxfordshire 
English Bridge 


Dart America 
Standby Leave 
Standby Leave 


Derbyshire II 
Derbyshire II 


Pacific Bridge 


Westminster Bridge 


Devonshire II 


Liverpool Bridge 


Date 


14/10/1961 
01/05/1962 
01/03/1964 


01/03/1963 
14/10/1964 


01/05/1962 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/05/1962 
16/02/1976 


10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/11/1956 


01/04/1971 


01/07/1970 


19/09/1975 


10/09/1976 


Name 


Loughnane M 


Love J.R 


Lovely J.N 


Lovely J.W 


Lowden A.W 


Lowe J.H 


Rank 


2nd Elect Officer 
Dept3 (Electrical) 


Inter 2nd Elect Officer 
Snr 2nd Elect Officer 


Dept3 (Electrical) 


7th Eng Officer 


Electrical Officer 


Electrical Officer 


Dept2 (Engine) 
9th Eng Officer 
8th Eng Officer 
6th Eng Officer 


Dept1 (Deck) 


Chief Officer 


Ext Chief Officer 
Chief Officer 


1st Officer 
Chief Officer 


Ship 
Derbyshire II 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Derbyshire II 


Hampshire 


Atlantic Bridge 
Berkshire 
Berkshire 


Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 
Toronto City 
Arya Bod 
Worcestershire III 
Warwickshire 
Cheshire IV 
Standby Leave 
Warwickshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Dorsetshire 
Berkshire 
Standby Leave 


Date 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/03/1963 


16/02/1976 


18/09/1974 
19/09/1975 
10/09/1976 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Lowe J.H 


Lowes A.D 


Lowes W.J 


Lui S.H 


Lumb E 


Lun C 


Lun S 


Lun T.S 


Lunness T 


Lybb P.T 


Lyell A.D 


Lyle D 


Lynch H.S 


Lynd W 


Rank 
Chief Officer 


Deck Cadet 


Jnr Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Jnr Eng Officer 


G.P.O 


2nd Eng Officer 


Cook 


P.O. 


Cook 


5th Eng Officer 


Radio Officer 


Dept3 (Electrical) 


Jnr Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


Surgeon 


Ship 


Studying 


Derbyshire III 


Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Oxfordshire 


Berkshire 


Coventry City 


Berkshire 


Yorkshire IV 


Yorkshire IV 


Yorkshire III 


Standby Leave 


Standby Leave 


Standby Leave 
Australian Bridge 


Cheshire III 
Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 


Derbyshire II 


Date 
13/04/1984 


01/08/1971 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


18/09/1974 


22/06/1968 


30/04/1979 


30/04/1979 


26/09/1979 


01/07/1970 


23/02/1977 


01/03/1964 


19/09/1975 
16/02/1976 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/10/1960 


Name 


Lynn L.T 


Lyons M 


Maas J.M 


Macarthur W.N 


Macaulay S 


Macaulay S.W 


Macauley S.W 


MacConnell R.J 


MacConnell T 


Rank 


Radio Officer 


Storekeeper 


2nd Eng Officer 


Surgeon 


Electrical Officer 


Electrical Officer 


Electrical Officer 


2nd Eng Officer 


Cook 


Ship 


Worcestershire III 
Atlantic Bridge 
Warwickshire 
Standby Leave 
Canadian Bridge 
Standby Leave 
Lincolnshire 
Herefordshire III 
Staffordshire IV 
Studying 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Harold La Borde 


Australian Bridge 
English Bridge 


Shropshire 


Herefordshire II 


Gloucestershire 


Shropshire 
Lancashire IV 


Lancashire III 


Standby Leave 


Hampshire 
Laid Up 
Lincolnshire 


Date 


18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 
01/03/1975 


22/06/1968 


01/05/1957 


20/05/1967 


21/11/1967 
22/06/1968 


01/12/1968 


27/09/1978 


13/10/1977 
15/03/1978 
26/09/1979 


Name 


MacConnell T 


MacCormick P 


MacDermott P.J 


Macdonald A 


MacDonald B.J 


MacDonald D 


MacDonald D.J 


Rank 
Cook 


2nd Steward 


Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


4th Eng Officer 


Ext 2nd Eng Officer 
Chief Eng Officer 

4th Eng Officer 

Ext Chief Eng Officer 
Chief Eng Officer 


Radio Officer 


Ship 
Derbyshire IV 
Devonshire II 
Standby Leave 
Devonshire II 
Lincolnshire 


SS Leicestershire 
SS Leicestershire 


Yorkshire III 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Studying 


Staffordshire II 
Staffordshire II 
Staffordshire II 


Standby Leave 
Standby Leave 


Worcestershire II 


Atlantic Bridge 
Warwickshire 
Standby Leave 
Lincolnshire 
English Bridge 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Devonshire II 
Devonshire II 
Standby Leave 
Devonshire II 
Standby Leave 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/06/1956 
01/11/1956 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/06/1956 
01/05/1957 
01/11/1957 


21/05/1981 
22/04/1983 


01/05/1958 


01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


MacDonald D.J 


MacDonald J.A 


MacDonald J.A.M 


MacFarlane A 


Rank 
Chief Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


2nd Eng Officer 


6th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Staffordshire IV 
Standby Leave 
Standby Leave 
Trinidad & Tobago 
Standby Leave 


Standby Leave 
Coventry City 


Coventry City 
Pacific Bridge 
Berkshire 
Toronto City 
Ocean Bridge 
Standby Leave 
Ocean Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Silver Bridge 
Standby Leave 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Yorkshire IV 
Standby Leave 


Derbyshire III 
Worcestershire III 
Pacific Bridge 
Standby Leave 
Derbyshire III 
Berkshire 
Standby Leave 
Standby Leave 
Worcestershire III 
Wiltshire 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


25/12/1969 
01/07/1970 


01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


20/05/1967 
21/11/1967 
22/06/1968 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


MacFarlane A 


Macfarlane A.P 


Macfarlane D.C.P 


Macfarlane D.P.C 


MacFarren H.I.R 


Mach S.C 


Machin S.C 


Rank 


Chief Eng Officer 
2nd Eng Officer 
Chief Eng Officer 


3rd Eng Officer 
Chief Eng Officer 


Engineer Cadet 


Engineer Cadet 
Jnr Eng Officer 


Dept1 (Deck) 


2nd Eng Officer 


2nd Eng Officer 


Ship 

Studying 
English Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Staffordshire IV 
Standby Leave 
Staffordshire IV 


Pacific Bridge 

Staffordshire IV 
Staffordshire IV 
Staffordshire IV 


Studying 
Studying 
Berkshire 
Studying 


Devonshire II 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 
Wiltshire 
Standby Leave 


Standby Leave 


Cheshire II 


Cheshire II 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


25/12/1969 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 
26/03/1980 
26/03/1980 
18/09/1980 


26/09/1979 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1958 


01/06/1956 


01/11/1956 


Name 


Mack J 


Mack R 


Mackay J 


MacKay J.J 


Mackenzie A 


Mackie A.J 


Rank 
3rd Eng Officer 


Cook 


Baker 


8th Eng Officer 


Cook 


Purser 


Engineer Cadet 


Ship 
SS Warwickshire 


Dart Atlantic 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 


Herefordshire II 


Wiltshire 
Coventry City 
English Bridge 
Standby Leave 
Standby Leave 
English Bridge 
Lincolnshire 
Devonshire II 
Liverpool Bridge 
Devonshire II 
Oxfordshire 
Standby Leave 
Cheshire IV 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Wiltshire 


Studying 
Lincolnshire 
Studying 
Dorsetshire 
Studying 
Dorsetshire 


Date 
18/04/1961 


18/09/1980 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


18/04/1961 


01/04/1971 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 


Name 


Mackie D.B 


Mackinlay J.W 


MacLachlan D 


MacLeod D.A 


MacLeod W.J 


MacNaught T.J 


Macnicol D.H 


Rank 
Deck Cadet 


2nd Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


11th Eng Officer 
10th Eng Officer 
5th Eng Officer 


4th Eng Officer 


Radio Officer 


Electrical Officer 


4th Eng Officer 


Deck Cadet 


3rd Officer 


Ship 


Australian Bridge 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Cheshire III 
Standby Leave 
Shropshire 
Yorkshire III 


SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Lincolnshire 


SS Leicestershire 


SS Leicestershire 


Standby Leave 
Dorsetshire 
Herefordshire III 
Dorsetshire 
Studying 
Devonshire II 
Herefordshire III 
Standby Leave 
Standby Leave 
Staffordshire IV 


Date 
23/02/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/09/1959 
01/03/1960 
18/04/1961 
14/10/1961 
01/05/1962 


07/10/1973 


14/10/1961 


14/10/1961 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 


Name 


Macnicol D.H 


MacPherson A 


MacPherson M.R.M 


Maddams R 


Maddison R 


Maddocks P 


Madell K.R 


Rank 
3rd Officer 


Snr 3rd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Chief Officer 
1st Officer 


G.P.O 


Cook 


Dept1 (Deck) 


3rd Officer 

Ext 2nd Officer 
2nd Officer 
Dept1 (Deck) 
Captain 

Chief Officer 


Cook 


Deck Cadet 


Ship 
Cheshire IV 


Yorkshire IV 
Standby Leave 


SS Warwickshire 
SS Warwickshire 
Standby Leave 
Worcestershire II 
Studying 
Standby Leave 
Worcestershire II 
Worcestershire II 
Standby Leave 
Herefordshire II 
SS Oxfordshire 
SS Oxfordshire 


Staffordshire IV 
Cheshire IV 
Wiltshire 
Hampshire 


Dart Atlantic 


Standby Leave 
Studying 
Atlantic Bridge 
Berkshire 
Oxfordshire 
Studying 
Studying 
Derbyshire III 


Halifax City 


Derbyshire III 
Derbyshire III 
Arya Bod 
Studying 


Date 


22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


29/04/1972 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Rank 


Madell K.R 


Magner J.R 


Magner J.R.P.V 


Maguire P 


Maher J.T 


Mahoney K 


Mahoney K.D 


Deck Cadet 


3rd Officer 


Deck Cadet 


Deck Cadet 


2nd Officer 
3rd Officer 


Dept1 (Deck) 
Chief Officer 
2nd Officer 


Electrical Officer 


Chef 


Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


Ship 

Oxfordshire 
Australian Bridge 
Lincolnshire 
Studying 
Oxfordshire 
Warwickshire 


Yorkshire III 


Worcestershire III 
Staffordshire III 
Shropshire 
Gloucestershire 
Studying 
Toronto City 
Atlantic Bridge 
Studying 
Studying 
Coventry City 
Atlantic Bridge 


Standby Leave 
Standby Leave 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Studying 
Studying 
Studying 
Worcestershire II 
Standby Leave 


Lancashire IV 
Studying 
Studying 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/07/1970 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


13/10/1977 
15/03/1978 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/09/1975 


19/02/1974 
18/09/1974 
01/03/1975 


Name 


Maingi R.C 


Mair H 


Maker F.J 


Makin A.F 


Makin D.H 


Makin J 


Makinson W.D 


Rank 


3rd Officer 
2nd Officer 


9th Eng Officer 
8th Eng Officer 
7th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


2nd Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


2nd Officer 


Captain 


2nd Officer 


Radio Officer 


Engineer Cadet 


Jnr Eng Officer 


Ship 


Lancashire IV 
Lancashire IV 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 


Staffordshire II 
Staffordshire II 
Staffordshire II 
SS Leicestershire 
SS Leicestershire 


Standby Leave 
Standby Leave 
Studying 
Studying 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Warwickshire 


Studying 
Studying 
Berkshire 
Standby Leave 
Studying 
Studying 
Studying 
Yorkshire IV 
Hampshire 
Standby Leave 
Standby Leave 
Devonshire II 


Date 


19/09/1975 
16/02/1976 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/04/1971 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


13/10/1977 
15/03/1978 
27/09/1978 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


Name 


Makinson W.D 


Maldonado A 


Malin J 


Mallet D.| 


Mallet D.J 


Mallett A.E 


Rank 
Jnr Eng Officer 


Dept5 (Victualling) 


Purser 


Jnr Eng Officer 


Uncert 3rd Officer 


Uncert 3rd Officer 


Radio Officer 
Dept4 (Radio) 


Ext 1st Radio Officer 
Dept4 (Radio) 


Ship 
Staffordshire IV 


Standby Leave 
Standby Leave 
Derbyshire III 
Wiltshire 
Atlantic Bridge 
Warwickshire 
Herefordshire III 
Coventry City 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Toronto City 


Hampshire 


Atlantic Bridge 


Herefordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Derbyshire II 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


22/04/1983 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/02/1974 


18/09/1974 


01/03/1975 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Mallett A.E 


Mallett J.W 


Mallin D.D 


Mallin J 


Mallon A.P 


Malone N.P 


Malpass A.J 


Rank 
Dept4 (Radio) 


Radio Officer 


Deck Cadet 


3rd Officer 


2nd Officer 


Jnr Eng Officer 


Jnr Eng Officer 


5th Eng Officer 


Radio Officer 


Deck Cadet 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Worcestershire III 
Gloucestershire 


Standby Leave 
Warwickshire 
Standby Leave 
Studying 
Cheshire IV 
Dorsetshire 
Standby Leave 
Devonshire II 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Dorsetshire 
Studying 
Staffordshire IV 
Standby Leave 


Coventry City 


Derbyshire III 


Staffordshire Ill 


Coventry City 


Herefordshire III 
Studying 
Northamptonshire 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/02/1974 


18/09/1974 


21/11/1967 


01/07/1970 


30/04/1979 
30/04/1979 
26/09/1979 


Name 


Malpass A.J 


Malpass N.H 


Rank 
Deck Cadet 


3rd Officer 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


3rd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
Captain 

2nd Officer 
Captain 

1st Officer 


Chief Officer 


Ship 

Studying 
Devonshire II 
Hampshire 
Lancashire IV 
Berkshire 
Wiltshire 

Standby Leave 
Trinidad & Tobago 


Lancashire IV 
Lancashire IV 
Lancashire IV 
Worcestershire III 
Staffordshire III 
Worcestershire III 
Coventry City 
Studying 
Standby Leave 
Gloucestershire 
Gloucestershire 
Yorkshire III 
Studying 
Worcestershire III 
Toronto City 
Standby Leave 
Warwickshire 
Standby Leave 
Studying 
Studying 
Australian Bridge 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Standby Leave 
Cambridgeshire 
Silver Bridge 
Derbyshire III 
Standby Leave 
Yorkshire IV 
Standby Leave 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Malpass N.H 


Maltby P 


Maltby P.T 


Man T.P 


Man Y.W 


Mann H.G 


Mann R 


Mann T.E.R 


Manson R.C 


Manuel J 


Rank 


Chief Officer 
Ext Chief Officer 
Chief Officer 


Captain 


Snr 3rd Officer 


Snr 3rd Officer 


Dept1 (Deck) 


Cook 


Leading Steward 


2nd Eng Officer 


4th Eng Officer 


5th Eng Officer 
4th Eng Officer 


4th Eng Officer 


Storekeeper 


Ship 

Standby Leave 
Wiltshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 


SS Warwickshire 


Devonshire | 
SS Warwickshire 
Studying 


Cheshire IV 


Berkshire 
Berkshire 
Berkshire 
Cheshire IV 
Cheshire IV 
Cheshire IV 
Cheshire IV 


Herefordshire III 


Westminster Bridge 


Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Laid Up 


Coventry City 


Warwickshire 
Warwickshire 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1958 


01/05/1957 
01/11/1957 
01/11/1958 


15/03/1978 


15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


20/05/1967 


01/12/1968 


19/02/1974 
18/09/1974 
01/03/1975 
15/03/1978 
27/09/1978 


01/04/1973 


01/07/1970 
01/08/1971 


Name 


Manuel J 


Manzur A 


Marcelle G.A 


Marguerie J 


Marguerie J.L 


Mariadoss A 


Marker O.G 


Marlow C.A 


Marquerie J.L 


Marsden B.H 


Marsden D 


Rank 


Storekeeper 


Storekeeper 


Jnr Eng Officer 


7th Eng Officer 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
Jnr 2nd Eng Officer 
Dept2 (Engine) 


Serang (Engine) 


5th Eng Officer 
Jnr Eng Officer 


Electrical Officer 


Jnr 2nd Eng Officer 


7th Eng Officer 
Dept2 (Engine) 
6th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Ship 
Herefordshire III 
Atlantic Bridge 
Atlantic Bridge 
Ocean Bridge 
Herefordshire III 
Dorsetshire 


Atlantic Bridge 


Yorkshire IV 
Standby Leave 


SS Leicestershire 


SS Leicestershire 
SS Leicestershire 
Standby Leave 
SS Oxfordshire 
Standby Leave 
Studying 


Atlantic Bridge 


Mersey Bridge 
Devonshire II 
Standby Leave 


Yorkshire III 


SS Oxfordshire 


Atlantic Bridge 
Standby Leave 
Staffordshire III 


Standby Leave 
Standby Leave 


Date 


18/09/1974 
16/02/1976 
10/09/1976 
13/10/1977 
26/03/1980 
06/04/1982 


18/09/1974 


21/10/1983 
13/04/1984 


01/06/1956 


01/11/1956 
01/05/1957 
01/11/1957 
01/09/1959 
01/03/1960 
01/03/1960 


01/07/1970 


13/10/1977 
15/03/1978 
27/09/1978 


22/06/1968 


01/11/1958 


22/06/1968 
01/12/1968 
01/07/1970 


01/10/1972 
01/04/1973 


Name 


Marsden D 


Marsden R 


Marsh A 


Marsh A.J 


Marsh C.H 


Marsh D.G 


Rank 
Deck Cadet 


3rd Officer 


4th Eng Officer 


Baker 


5th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Ext 2nd Officer 
2nd Officer 

1st Officer 

2nd Officer 
Chief Officer 


2nd Officer 
Dept1 (Deck) 
Ext Chief Officer 


Chief Officer 


Ship 


Toronto City 
Studying 
Wiltshire 
Hampshire 
Studying 
Lancashire IV 


Lincolnshire 


SS Warwickshire 


Pacific Bridge 


Studying 
Warwickshire 
Oxfordshire 
Studying 
Standby Leave 
Warwickshire 
Lincolnshire 
Devonshire II 
Standby Leave 
Wiltshire 
Wiltshire 
Studying 
Lincolnshire 
Lincolnshire 
Devonshire II 
Wiltshire 
Standby Leave 
Devonshire II 
Hampshire 
Wiltshire 
Studying 


Australian Bridge 
Standby Leave 
Australian Bridge 
English Bridge 
English Bridge 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


19/02/1974 


01/10/1960 


21/11/1967 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


Name 


Marsh D.G 


Marsh E 


Marsh E.J 


Marsh G.W 


Marsh N 


Rank 
Chief Officer 


Captain 
Chief Officer 


Captain 


Ext Captain 
Captain 


Baker 


Baker 


9th Eng Officer 
8th Eng Officer 
6th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 


Ship 

Australian Bridge 
Yorkshire IV 
Standby Leave 
English Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Derbyshire III 
Cheshire IV 
Cambridgeshire 
Standby Leave 
Dorsetshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Cheshire IV 
Devonshire II 
Trinidad & Tobago 


Staffordshire II 
Staffordshire II 


SS Warwickshire 
SS Warwickshire 


Devonshire | 
SS Oxfordshire 
SS Oxfordshire 


Herefordshire II 
Herefordshire II 
Staffordshire II 
Staffordshire II 
Studying 
Devonshire | 
Devonshire | 

SS Leicestershire 
SS Leicestershire 
Standby Leave 
Standby Leave 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1958 
01/11/1958 


01/09/1959 
01/03/1960 


01/10/1960 
18/04/1961 
14/10/1961 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
21/11/1967 


Name 


Marsh N 


Marsh T.E 


Rank 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 

Chief Eng Officer 
Dept2 (Engine) 

Chief Eng Officer 
Dept2 (Engine) 

Chief Eng Officer 
Ext Chief Eng Officer 
Chief Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 
Dept2 (Engine) 


Ship 

Standby Leave 
Shropshire 
Coventry City 
Coventry City 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
Standby Leave 
Cheshire IV 
Dart Atlantic 
Standby Leave 
Standby Leave 
Herefordshire III 
English Bridge 
Standby Leave 


Liverpool Bridge 


Warwickshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Derbyshire IV 


Standby Leave 
Standby Leave 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire III 

Standby Leave 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


Name 


Marsh T.E 


Marshall F.G.D 


Marshall J 


Marshall N.S 


Marshall P 


Martin B 


Martin F.R.F 


Martin H.H 


Rank 


Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 


Ext 12th Eng Officer 


Ext Chief Officer 
Chief Officer 


6th Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 


Chief Officer 


Assistant Purser 


Ship 
Standby Leave 


Standby Leave 
Lancashire IV 


Standby Leave 


SS Oxfordshire 


Lancashire IV 
Standby Leave 
Standby Leave 
Berkshire 
Oxfordshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 


Shropshire 


Ocean Bridge 
Oxfordshire 


Staffordshire IV 
Staffordshire IV 
Devonshire II 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Devonshire II 


Herefordshire II 


Date 


20/05/1967 
21/11/1967 
22/06/1968 


01/11/1957 


01/05/1962 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


30/06/1969 


18/09/1974 
01/03/1975 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/12/1968 


Name 


Martin H.H 


Martin J 


Martin L 


Martin S.E 


Marton C 


Rank 


Assistant Purser 
Purser 


Dept3 (Electrical) 
Electrical Officer 


Senior Elect Officer 


Deck Cadet 


Jnr Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Uncert Officer 


Dept1 (Deck) 


Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


2nd Officer 
Dept1 (Deck) 


Ship 
Herefordshire III 
Shropshire 
Shropshire 
Warwickshire 


Studying 
Standby Leave 
Standby Leave 
Devonshire II 


Staffordshire III 
Staffordshire III 
Yorkshire III 
Yorkshire III 
Lancashire III 
Lancashire III 


English Bridge 


Herefordshire II 
Herefordshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 
Studying 
Standby Leave 
Standby Leave 
Studying 

SS Warwickshire 
Gloucestershire 
Gloucestershire 
Standby Leave 
Staffordshire Ill 
Studying 
Studying 
Lancashire IV 
Standby Leave 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


19/02/1974 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Martyn B.R 


Martyn D 


Martyn D.R 


Maskell T 


Maskell T.G 


Maskey E 


Maslen J.F 


Mason D 


Rank 
2nd Elect Officer 


2nd Elect Officer 
Electrical Officer 


Dept3 (Electrical) 


Assistant Purser 
Purser 


Purser 


C.P.O 


Jnr Eng Officer 
5th Eng Officer 


2nd Officer 


Ship 


Herefordshire III 


Coventry City 
Gloucestershire 


Standby Leave 


Gloucestershire 
Toronto City 
Standby Leave 
Westminster Bridge 
Oxfordshire 
Berkshire 
Standby Leave 
Arya Bod 
Standby Leave 
Oxfordshire 
Cheshire IV 
Herefordshire III 
Standby Leave 
Staffordshire IV 
Hampshire 


Derbyshire III 
Standby Leave 
Devonshire II 
Lincolnshire 
Staffordshire IV 
Yorkshire IV 
Devonshire II 


English Bridge 


Halifax City 
Warwickshire 
Oxfordshire 


Herefordshire II 


Date 
21/11/1967 


22/06/1968 
30/06/1969 


01/12/1968 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
26/09/1979 
21/10/1981 


15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
06/04/1982 


16/02/1976 


29/04/1972 
01/10/1972 
01/04/1973 


18/04/1961 


Name 


Masterson L.R 


Matcham B.J 


Matcham R 


Matcham R.J 


Mather D.G 


Matheson D.M 


Matheson D.N 


Matheson D.R 


Mathews G 


Mathewson D 


Mathieson D 


Rank 


2nd Radio Officer 
4th Radio Officer 


Deck Cadet 


Deck Cadet 


Deck Cadet 


Dept2 (Engine) 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 


Ext 3rd Eng Officer 
Dept2 (Engine) 


Radio Officer 


2nd Radio Officer 


Ext 3rd Eng Officer 


2nd Steward 


Dept2 (Engine) 
Jnr Eng Officer 


4th Eng Officer 


Ship 


SS Warwickshire 
Devonshire | 


Derbyshire II 


Derbyshire II 


Herefordshire II 
Herefordshire II 


Standby Leave 
Staffordshire III 
Staffordshire III 
Standby Leave 
Standby Leave 
Worcestershire III 
Lincolnshire 
Toronto City 
Standby Leave 


Shropshire 
Shropshire 
Shropshire 
Standby Leave 
Wiltshire 
Standby Leave 


Yorkshire III 


SS Oxfordshire 


Wiltshire 


Studying 
Atlantic Bridge 


SS Leicestershire 


Date 


18/04/1961 
14/10/1961 


01/03/1960 


01/09/1959 


01/11/1958 
01/10/1960 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 


01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/07/1970 


18/04/1961 


01/10/1972 


01/08/1971 
01/10/1972 


01/06/1956 


Name 


Mathieson D.M 


Mathieson D.R 


Matta R.C.M 


Matthews A 


Rank 


Radio Officer 


Dept2 (Engine) 
Ext 3rd Eng Officer 


3rd Eng Officer 
Jnr 3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


Purser 


Purser 


Dept5 (Victualling) 
Purser 


Ship 


Worcestershire III 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
Standby Leave 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Cheshire III 
Standby Leave 
Standby Leave 
Yorkshire III 
Herefordshire III 
Standby Leave 
Herefordshire II 
Herefordshire III 
Yorkshire III 
Yorkshire III 
Standby Leave 
Shropshire 
Worcestershire III 
Standby Leave 


Standby Leave 
Devonshire II 


Dart Atlantic 

Atlantic Bridge 
English Bridge 
Standby Leave 
Standby Leave 


Date 


01/08/1971 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


22/04/1983 
21/10/1983 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Matthews D.W 


Matthews P.E 


Matthews P.E.C 


Matthews T.P 


Matthewson D 


Maude D.J 


Maule T.R 


Maung D.K 


Maung K 


Maung L.M 


Maung M.K 


Rank 


Jnr 3rd Officer 
Snr 3rd Officer 


Deck Cadet 


Deck Cadet 


Uncert Officer 


Ext 5th Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Carpenter 


Deck Cadet 


Deck Cadet 
Dept2 (Engine) 


7th Eng Officer 


9th Eng Officer 
8th Eng Officer 


Ship 


Worcestershire II 
SS Oxfordshire 


Derbyshire II 
SS Leicestershire 


Devonshire | 

SS Leicestershire 
Herefordshire II 
Devonshire | 


Pacific Bridge 


Studying 
Studying 
Studying 
Standby Leave 
English Bridge 


Australian Bridge 
Standby Leave 


Toronto City 


SS Leicestershire 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Worcestershire II 


Worcestershire II 
Studying 


Herefordshire II 


Worcestershire II 
Worcestershire II 


Date 


01/03/1960 
01/10/1960 


01/11/1957 
01/11/1958 


01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/12/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1973 


19/02/1974 
18/09/1974 


20/05/1967 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 


01/05/1958 
01/05/1962 


01/05/1957 


01/09/1959 
01/03/1960 


Name 


Maung M.K 


Mawdsley F.A.L 


Mawford S.| 


Mawford S.J 


Mawhinney M 


Maxwell A.G 


Maxwell G.B 


May D.W 


Rank 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Chief Officer 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Dept1 (Deck) 


6th Eng Officer 


Chief Officer 


Electrical Officer 


Writer 
Dept5 (Victualling) 
2nd Steward 


Assistant Purser 


Ship 
Worcestershire II 
Worcestershire II 
Studying 
Studying 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 
Herefordshire II 
Herefordshire III 


Staffordshire III 
Standby Leave 
Studying 


Standby Leave 


Derbyshire II 


Northamptonshire 


Staffordshire IV 
Standby Leave 


Yorkshire III 

Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Staffordshire III 


Date 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


25/12/1969 
01/07/1970 
01/04/1971 


01/08/1971 


18/04/1961 


26/09/1979 


21/10/1983 
13/04/1984 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


Name 


Mayne N 


Mayor P.J 


McAlpine G 


McAteer G 


McBride T 


McBryden J 


McCabe S.J 


McCabe W 


McCall A.P 


Rank 


Surgeon 


Dept2 (Engine) 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


5th Eng Officer 


Electrical Officer 


Ext 2nd Steward 


7th Eng Officer 


Electrical Officer 


Jnr Eng Officer 


Deck Cadet 


Dept1 (Deck) 


Ship 


Herefordshire II 


Studying 


Studying 
Studying 
Studying 
Studying 
Herefordshire III 
Australian Bridge 
Studying 
Studying 
Warwickshire 
English Bridge 


Staffordshire III 
Shropshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Shropshire 


Cheshire IV 
Lancashire IV 
Hampshire 
Lancashire IV 
Standby Leave 


Standby Leave 
Yorkshire IV 


Cheshire III 
Cheshire III 
Studying 
Studying 


Date 


01/11/1957 


07/10/1973 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


30/06/1969 
25/12/1969 


01/11/1957 
01/05/1958 
01/11/1958 


18/04/1961 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


26/03/1980 
18/09/1980 


01/03/1964 
14/10/1964 
01/05/1966 
01/10/1966 


Name 


McCall A.P 


McCall D.P 


McCann B.A 


McCann C 


McCarthy J.S 


Rank 


Dept1 (Deck) 
3rd Officer 


2nd Officer 
Dept1 (Deck) 


3rd Officer 
Dept1 (Deck) 


Deck Cadet 
Uncert Officer 


2nd Eng Officer 


Dept2 (Engine) 


2nd Steward 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Chief Eng Officer 


2nd Eng Officer 
Chief Eng Officer 
Radio Officer 


Ship 

Standby Leave 
Derbyshire III 
Staffordshire III 
Warwickshire 
Studying 
Gloucestershire 
Standby Leave 


Cheshire III 
Yorkshire III 


Shropshire 
Shropshire 
Studying 
Standby Leave 


Toronto City 


Yorkshire III 
Westminster Bridge 
Toronto City 
Standby Leave 
Standby Leave 
Shropshire 
Shropshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Ocean Bridge 
Dorsetshire 
Silver Bridge 
Warwickshire 
Cheshire IV 
Warwickshire 
Dorsetshire 
Standby Leave 


Date 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


10/05/1965 
15/11/1965 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


21/11/1967 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


McCarthy J.S 


McCartney G.S 


McCaw D.F 


McCelland C 


McClelland C 


McClelland D 


McClement J 


McClennan C.P 


McClure S.A 


Rank 
Chief Eng Officer 


8th Eng Officer 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
2nd Eng Officer 
Ext 2nd Eng Officer 
2nd Eng Officer 


Dept5 (Victualling) 


5th Eng Officer 


Cook 


2nd Officer 


Ship 


Standby Leave 
Standby Leave 


Herefordshire II 


Worcestershire III 
Canadian Bridge 
Standby Leave 
Hampshire 
Berkshire 
Cambridgeshire 
Northamptonshire 
Standby Leave 


Berkshire 


Standby Leave 
Studying 
Australian Bridge 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Herefordshire II 


Westminster Bridge 


Oxfordshire 

English Bridge 
Standby Leave 
Standby Leave 


Date 


21/05/1981 
21/10/1981 


01/05/1962 


01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 


01/07/1970 


01/10/1972 
01/04/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/11/1956 
01/05/1957 
01/11/1958 
01/09/1959 


18/04/1961 


29/04/1972 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


McClure S.A 


McCluskey A.W 


McCluskey D.W 


McColl V.G 


McColville D.S 


Rank 


2nd Officer 
Captain 
2nd Officer 


Chief Officer 


Ext Chief Officer 
Chief Officer 


3rd Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert 3rd Officer 
Deck Cadet 

3rd Officer 


Ext 2nd Officer 


Jnr 3rd Officer 
Dept1 (Deck) 
Jnr 3rd Officer 
Dept1 (Deck) 


Jnr Eng Officer 


Ship 


English Bridge 
Studying 
Yorkshire IV 
Liverpool Bridge 
Liverpool Bridge 
Derbyshire III 
Standby Leave 
Derbyshire III 
Derbyshire IV 
Yorkshire IV 
Yorkshire IV 
Devonshire II 
Standby Leave 
Hampshire 


Canadian Bridge 


Oxfordshire 
Standby Leave 
Worcestershire III 
Studying 
Herefordshire III 
Worcestershire III 
Studying 
Derbyshire III 
Derbyshire III 
Standby Leave 
Dart Atlantic 

Dart Atlantic 

Dart Atlantic 


SS Warwickshire 
Standby Leave 
Worcestershire II 
Studying 


Hampshire 
Studying 
Yorkshire IV 
Studying 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


23/02/1977 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
30/04/1979 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


Name 


McColville D.S 


McConnel R.J 


McConnell A.J 


McConnell J 


McConnell M 


McConnell R,J 


McConnell R.J 


Rank 


Jnr Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 


2nd Eng Officer 


Cook 


2nd Eng Officer 
Dept2 (Engine) 


Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ship 
Staffordshire IV 


Studying 


Standby Leave 


Worcestershire III 
Worcestershire III 


English Bridge 


Atlantic Bridge 
Standby Leave 


Studying 
Studying 
Derbyshire III 
Studying 
Warwickshire 
Lincolnshire 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Australian Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Cheshire IV 
Standby Leave 
Herefordshire III 
Herefordshire III 
Lincolnshire 
Standby Leave 
Wiltshire 
Yorkshire IV 


Date 
06/04/1982 


01/10/1972 


21/11/1967 


30/06/1969 
25/12/1969 


23/02/1977 


01/12/1968 
07/10/1973 


22/06/1968 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name Rank 


McConnell R.J 2nd Eng Officer 
McConnell W.G Dept2 (Engine) 
McConomy E Chef 
Dept5 (Victualling) 
Chef 
McCormack J Jnr Eng Officer 


2nd Eng Officer 
Jnr Eng Officer 
4th Eng Officer 
2nd Eng Officer 
Ext 4th Eng Officer 
4th Eng Officer 


Cargo Engineer 
3rd Eng Officer 


McCracken A Dept2 (Engine) 


McCrory E.P Ext 5th Eng Officer 


Ship 


Standby Leave 


Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Australian Bridge 
English Bridge 
Standby Leave 
Studying 
Standby Leave 
Northamptonshire 
Studying 
Staffordshire IV 
Wiltshire 
Studying 
Studying 
Devonshire II 
Cambridgeshire 
Devonshire II 
Standby Leave 
Standby Leave 


Standby Leave 


Shropshire 


Date 
13/04/1984 


01/10/1972 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/11/1965 


18/04/1961 


Name 


McCrory | 


McCrory |.A 


McCrory J.A 


McCullough D 


McDonagh J 


McDonald A 


McDonald B.J 


Rank 


Electrical Officer 


2nd Elect Officer 
Electrical Officer 


Electrical Officer 


2nd Elect Officer 
Electrical Officer 


Electrical Officer 


Dept5 (Victualling) 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Ship 


SS Warwickshire 


SS Leicestershire 
SS Leicestershire 
Shropshire 
Shropshire 
Shropshire 


SS Warwickshire 


Lincolnshire 
Lincolnshire 


Worcestershire III 
Worcestershire III 


Standby Leave 


Studying 
Studying 
Studying 
Herefordshire III 
Ocean Bridge 
Studying 
Studying 
Canadian Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Berkshire 
Staffordshire IV 
Standby Leave 
Berkshire 


Date 


01/03/1964 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


14/10/1964 


19/02/1974 
18/09/1974 


01/04/1971 
01/08/1971 


01/09/1959 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
21/10/1983 


Name 


McDonald D 


McDonald D.J 


McDonald F.G 


Mcdonald J.A 


McDonald J.A.M 


McDonald M 


Mcdonald M.D 


McDonald R.L 


McDonnell C 


McDonnell M.H 


McDonough T 


McDowell D.C 


Rank 


Chief Eng Officer 


Dept2 (Engine) 
Bosun 
4th Eng Officer 


Chief Eng Officer 


Electrical Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


4th Eng Officer 


Snr 3rd Officer 


Cook 


Carpenter 


Dept1 (Deck) 
Deck Cadet 


Ship 


Westminster Bridge 


Standby Leave 
Montreal City 
Cheshire IV 
Oxfordshire 
English Bridge 
Standby Leave 
English Bridge 


Lincolnshire 
Atlantic Bridge 
Standby Leave 


Pacific Bridge 
Standby Leave 
Atlantic Bridge 


Standby Leave 


Herefordshire III 


Worcestershire III 
Worcestershire III 


SS Oxfordshire 


Montreal City 


Herefordshire II 


Standby Leave 
Worcestershire III 
Worcestershire III 


Date 


01/04/1973 


01/08/1971 
29/04/1972 
29/04/1972 
01/10/1972 
19/02/1974 
18/09/1974 
01/03/1975 


01/04/1973 
07/10/1973 
19/02/1974 


22/06/1968 
01/12/1968 
30/06/1969 


01/08/1971 


22/06/1968 


20/05/1967 
21/11/1967 


01/09/1959 


01/10/1972 


18/04/1961 


01/08/1971 
29/04/1972 
01/10/1972 


Name 


McDowell D.C 


McDowell K.A 


McDowell P.R 


McEwan | 


McFadden J.P 


Rank 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


Chief Officer 
2nd Officer 


1st Officer 


Snr 3rd Officer 
2nd Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Electrical Officer 


Engineer Cadet 
Electrical Officer 


Jnr Eng Officer 


4th Eng Officer 


Ship 

Studying 
Berkshire 
Lancashire IV 
Studying 
Studying 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Standby Leave 
Dart Atlantic 
Studying 


Devonshire | 
Devonshire | 


Arya Bod 
Standby Leave 
Standby Leave 
Berkshire 
Studying 
Devonshire II 
Worcestershire III 
Studying 
Standby Leave 
Devonshire II 
Warwickshire 
Cheshire IV 


Warwickshire 
Australian Bridge 
Herefordshire III 
Standby Leave 
Australian Bridge 


Devonshire II 
Atlantic Bridge 
Lancashire IV 
Herefordshire III 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


01/10/1960 
18/04/1961 


07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


McFadden J.P 


McFarlane A 


McFarlane C.H 


McFarren H.1.J 


McFaul G 


McGarrigle K 


McGarrigle K.J 


McGarrity S.G 


Rank 
4th Eng Officer 


3rd Eng Officer 


Cargo Engineer 


Dept2 (Engine) 


Chief Eng Officer 


2nd Elect Officer 


Dept1 (Deck) 


Purser 


Senior Elect Officer 


Electrical Officer 


Engineer Cadet 


Ship 

Wiltshire 
Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 


Standby Leave 
Studying 
Studying 
Cheshire IV 


Shropshire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Atlantic Bridge 
Lincolnshire 


Lincolnshire 


Wiltshire 
Canadian Bridge 
Wiltshire 
Standby Leave 
Hampshire 
Standby Leave 
Cambridgeshire 
Devonshire II 


Studying 
Studying 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/12/1968 
01/08/1971 
01/03/1975 
13/10/1977 


30/06/1969 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


18/09/1974 
01/03/1975 


15/03/1978 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


16/02/1976 
23/02/1977 


Name 


McGarrity S.G 


McGarry E.O 


McGarry J 


McGeorge H.D 


McGinn J 


McGory J 


McGown T 


McGrath C.P 


McGrath D.M 


McGrath D.M.E 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Storekeeper 


Dept2 (Engine) 
3rd Eng Officer 


Jnr Eng Officer 


5th Eng Officer 


9th Eng Officer 


Electrical Officer 


Deck Cadet 


Deck Cadet 


3rd Officer 


Ship 

Standby Leave 
Standby Leave 
Staffordshire IV 
Hampshire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Lincolnshire 
Hampshire 
Wiltshire 


Standby Leave 
SS Leicestershire 


Lincolnshire 


Ocean Bridge 


Herefordshire II 


SS Warwickshire 


Studying 
Warwickshire 
English Bridge 
Berkshire 


Studying 
Standby Leave 
Dorsetshire 
Lancashire IV 
Wiltshire 
Cheshire IV 
Standby Leave 
Lincolnshire 


Date 


13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


06/04/1982 
22/04/1983 
21/10/1983 


01/03/1964 
14/10/1964 


23/02/1977 


18/09/1974 


18/04/1961 


01/10/1960 


19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 


23/02/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


Name 


McGrath E.J 


McGrath F.C 


McGrath T.P 


McGregor I.A 


McGregor J 


McGuffin J.R 


McGuigan P 


McGuigan R 


McGurk S 


McHugh G 


Rank 


Purser 


2nd Elect Officer 


Dept3 (Electrical) 
2nd Elect Officer 


Electrical Officer 


6th Eng Officer 


4th Eng Officer 


G.P.Seaman 


Jnr Eng Officer 


Dept2 (Engine) 
Jnr Eng Officer 


Dept2 (Engine) 
Jnr Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


2nd Elect Officer 


Carpenter 


Ship 


Berkshire 
Mersey Bridge 


SS Leicestershire 


Standby Leave 

SS Leicestershire 
SS Leicestershire 
SS Warwickshire 
SS Warwickshire 


Lancashire IV 
Lancashire IV 


Gloucestershire 


Standby Leave 


Shropshire 
Toronto City 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Atlantic Bridge 


Yorkshire III 
Yorkshire III 
Derbyshire III 
Pacific Bridge 
Coventry City 
Pacific Bridge 


Date 


23/02/1977 
13/10/1977 


01/11/1957 


01/05/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


10/05/1965 
15/11/1965 


22/06/1968 


30/04/1979 


29/04/1972 
29/04/1972 
01/10/1972 
01/04/1973 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


19/02/1974 


01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/07/1970 
29/04/1972 


Name 


McHugh G 


Mcintyre P.A 


McKay J.W 


McKay K 


McKeary D.L 


McKellar W.M 


Rank 


Carpenter 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Chief Eng Officer 


Purser 


2nd Radio Officer 
Radio Officer 
Dept4 (Radio) 
Radio Officer 


2nd Elect Officer 


3rd Eng Officer 


Ship 

Atlantic Bridge 
English Bridge 
Herefordshire III 


Derbyshire III 
Lancashire IV 
Studying 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Herefordshire III 
Standby Leave 
Standby Leave 
Lincolnshire 
Devonshire II 
Devonshire II 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 
Hampshire 
Lincolnshire 
Standby Leave 
Lincolnshire 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 


Berkshire 


Yorkshire III 
Shropshire 
Standby Leave 
Worcestershire III 


Herefordshire II 


Laid Up 


Date 


01/10/1972 
01/04/1973 
16/02/1976 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/06/1956 


15/03/1978 


Name 


McKellar W.M 


McKellar W.W 


McKenna F.D 


McKenzie A 


McKeown J.F 


Rank 


Cargo Engineer 


3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Cargo Engineer 


Chief Officer 


Carpenter 


Electrical Officer 


Ship 
Devonshire II 
Standby Leave 
Hampshire 
Devonshire II 


Ocean Bridge 
Standby Leave 
Hampshire 
Studying 
Atlantic Bridge 
Dart Atlantic 
Dart America 
Standby Leave 
Hampshire 
Devonshire II 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 


Berkshire 
Lancashire IV 
Herefordshire III 
Oxfordshire 
Oxfordshire 
Herefordshire III 
Lancashire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Shropshire 


Warwickshire 


Date 


30/04/1979 
26/09/1979 
18/09/1980 
21/10/1981 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
26/03/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/09/1959 


15/03/1978 


Name 


McLachlan D 


McLaren G.A 


McLaughlin T.F 


McLaughlin W.A 


McLellan W 


Mcleod A 


McLeod D.T 


Rank 


9th Eng Officer 
Dept2 (Engine) 


Ext 3rd Eng Officer 


Engineer Cadet 


Deck Cadet 


3rd Officer 


2nd Officer 
1st Officer 
2nd Officer 


Dept4 (Radio) 


10th Eng Officer 
7th Eng Officer 
Dept2 (Engine) 
7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Cook 


3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Ship 
SS Oxfordshire 
Standby Leave 


Standby Leave 
SS Warwickshire 


Studying 


Derbyshire III 
Oxfordshire 
Studying 
Studying 
Mersey Bridge 
Studying 
Ocean Bridge 
Silver Bridge 
Berkshire 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


Standby Leave 


Devonshire | 
Devonshire | 
Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 


Liverpool Bridge 


Westminster Bridge 
Standby Leave 
Standby Leave 
Coventry City 
Standby Leave 


Date 


01/10/1960 
01/03/1963 
01/03/1964 
14/10/1964 


18/09/1974 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


21/11/1967 


01/11/1957 
01/05/1958 
01/11/1958 
01/10/1960 
18/04/1961 
14/10/1961 


23/02/1977 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


Name 


McLeod D.T 


McLeod H,G 


McLeod K 


Rank 
2nd Officer 


Captain 


2nd Steward 


Deck Cadet 


Jnr 3rd Officer 
3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


1st Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Captain 
Chief Officer 
Captain 


Ship 
Worcestershire III 


Lancashire IV 
Studying 


Wiltshire 


Shropshire 
Shropshire 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Staffordshire III 
SS Leicestershire 
Yorkshire III 
Studying 
Worcestershire III 
Standby Leave 
Gloucestershire 
Gloucestershire 
Standby Leave 
Coventry City 
Studying 
Derbyshire III 
Wiltshire 
Berkshire 
Standby Leave 
Shropshire 
Shropshire 
Cheshire IV 
Standby Leave 
Berkshire 
Berkshire 
Oxfordshire 
Standby Leave 
Cheshire IV 
Standby Leave 
Atlantic Bridge 
Cheshire IV 
Dart America 
Warwickshire 


Date 


01/04/1973 
07/10/1973 
19/02/1974 


01/04/1971 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


McLeod K 


McLeod R.F 


McLeod W 


McLeod W.J 


McLeod-Brown R 


Mcluckie T 


McLure S.A 


Rank 


Captain 


Dept1 (Deck) 
Chief Officer 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


2nd Elect Officer 


2nd Elect Officer 


Ext Chief Eng Officer 
Chief Eng Officer 


Pumpman 


Ext 2nd Officer 


Ship 
Lancashire IV 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Cheshire IV 


Standby Leave 
Coventry City 
Toronto City 
Derbyshire III 
Coventry City 
Coventry City 
Wiltshire 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 
Lincolnshire 
Standby Leave 


SS Leicestershire 


SS Leicestershire 
Yorkshire III 
Yorkshire III 


Wiltshire 
Berkshire 
Australian Bridge 
Standby Leave 
Worcestershire III 


Australian Bridge 


Derbyshire III 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/09/1959 


01/03/1960 
01/10/1960 
18/04/1961 


29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


16/02/1976 


01/10/1972 


Name 


Mcmahon A 


McMahon J 


McMahon M.P.T 


McMahon M.T 


McMahon M.T.P 


McMillan R.C 


McMullan J 


Rank 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


Carpenter 


Dept1 (Deck) 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 
Uncert Officer 
3rd Officer 


Chief Officer 
2nd Officer 


Deck Cadet 


Carpenter 
Ext 3rd Officer 
3rd Officer 


Dept1 (Deck) 


Ship 


Studying 
Canadian Bridge 
Liverpool Bridge 
Studying 
Standby Leave 
Herefordshire III 


Herefordshire III 


Standby Leave 


Staffordshire Ill 


Herefordshire III 
Herefordshire III 
Atlantic Bridge 
Herefordshire III 
Standby Leave 
Worcestershire III 
Oxfordshire 
Toronto City 
Berkshire 
Studying 
Hampshire 


Devonshire | 
Herefordshire II 
SS Leicestershire 
Derbyshire II 


Lancashire IV 
Shropshire 

Pacific Bridge 
Westminster Bridge 
Studying 

Standby Leave 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/03/1975 


01/10/1972 


01/07/1970 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 


14/10/1964 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


Name 


McNally T 


McNamara P.L 


McNaught | 


Mcnaught I.J 


McNaught T.J 


McNeil G.S 


McNeil J 


McNeil R 


Rank 


Storekeeper 


Carpenter 


3rd Officer 


3rd Eng Officer 
3rd Officer 


7th Eng Officer 


6th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ext 2nd Steward 


Baker 


Ext 2nd Steward 
2nd Steward 


Purser 


Dept5 (Victualling) 
Purser 


Radio Officer 


Ship 


Devonshire II 


Cheshire III 
Cheshire III 


Warwickshire 
Herefordshire III 
Hampshire 
Standby Leave 
Hampshire 
Wiltshire 


SS Leicestershire 


SS Leicestershire 
SS Leicestershire 
Standby Leave 

SS Leicestershire 


Devonshire | 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Devonshire | 

SS Warwickshire 
SS Warwickshire 
Cheshire III 
Yorkshire III 
Herefordshire II 
Herefordshire III 
Herefordshire II 
Worcestershire III 
Worcestershire III 
Standby Leave 
Gloucestershire 
Gloucestershire 
Warwickshire 


Date 
15/03/1978 


01/05/1966 
01/10/1966 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/03/1960 


01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 


01/05/1958 


18/04/1961 
14/10/1961 
01/03/1963 


01/11/1958 
01/09/1959 
01/03/1960 
14/10/1961 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


McNeil R 


McNeill J 


McNeill R 


MecNicholl W.H 


McNocher J 


Rank 


Purser 


Baker 


2nd Steward 
Dept5 (Victualling) 


Purser 
Dept5 (Victualling) 


GiP.O 


Dept2 (Engine) 


Ship 
Warwickshire 
Lancashire IV 
Atlantic Bridge 
Atlantic Bridge 
Lancashire IV 
Herefordshire III 
Arya Bod 
Atlantic Bridge 
Standby Leave 
Lancashire IV 
Standby Leave 
Herefordshire III 
Standby Leave 
Northamptonshire 
Herefordshire III 
Standby Leave 
Wiltshire 
Berkshire 
Standby Leave 
Dorsetshire 
Dorsetshire 
Studying 
Standby Leave 
Lincolnshire 
Lincolnshire 


SS Warwickshire 


SS Warwickshire 
Standby Leave 
Standby Leave 
Pacific Bridge 
Standby Leave 


Wiltshire 
Lincolnshire 
Lincolnshire 


Studying 


Date 


01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1962 


01/10/1960 
18/04/1961 
01/05/1962 
01/10/1972 
07/10/1973 


23/02/1977 
13/10/1977 
15/03/1978 


21/11/1967 


Name 


McRae A 


McRae M.S 


McRae S 


McVeigh J.A 


McWilliam J.M 


Rank 


Electrical Officer 


4th Eng Officer 


4th Eng Officer 


Dept3 (Electrical) 
2nd Elect Officer 


Dept1 (Deck) 
2nd Officer 
Chief Officer 


Captain 


Ship 

Dart Atlantic 
Dart America 
Dart Atlantic 
Dart Atlantic 
Dart America 
Standby Leave 
Yorkshire IV 
Liverpool Bridge 
Australian Bridge 
Devonshire II 
Stirling Bridge 


Dart America 


Montreal City 


Standby Leave 
Cheshire III 


Standby Leave 
Warwickshire 
Lincolnshire 
Lincolnshire 
Lincolnshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Hampshire 
Standby Leave 
Wiltshire 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


29/04/1972 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/04/1973 


01/10/1972 


18/04/1961 
14/10/1961 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


Name 


Meacock R.N 


Meades G.W 


Meah O 


Mears C 


Mears C.B 


Mears C.R 


Measor P 


Rank 


Electrical Officer 


Senior Elect Officer 
Electrical Officer 


Senior Elect Officer 


Electrical Officer 


Deck Cadet 


Serang (Deck) 


3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


7th Eng Officer 
5th Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Berkshire 
Oxfordshire 
Lancashire IV 
Wiltshire 
Standby Leave 
Herefordshire III 
Lincolnshire 
Yorkshire IV 
Wiltshire 
Standby Leave 
Berkshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Harold La Borde 


Atlantic Bridge 
Studying 
Standby Leave 
Stirling Bridge 


Worcestershire III 
Worcestershire III 
Worcestershire III 


Yorkshire III 


Standby Leave 
Studying 
Studying 


Pacific Bridge 


Herefordshire III 
Cheshire III 
Cheshire III 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


30/06/1969 
01/03/1975 
19/09/1975 


01/05/1966 


01/10/1966 
21/11/1967 
22/06/1968 


20/05/1967 


15/11/1965 
01/05/1966 
01/10/1966 


Name 


Measor P 


Medcalf H 


Meehan J 


Meehan J.F 


Meggs R.N 


Meggs R.W 


Mehner P.H 


Mehner P.H.R 


Meighan J.S 


Meikle R.J 


Meiklejohn A 


Rank 
4th Eng Officer 


2nd Steward 
C.P.O 


5th Eng Officer 


Ext 4th Eng Officer 


Engineer Cadet 


Engineer Cadet 


2nd Officer 


2nd Officer 


Surgeon 


Jnr Eng Officer 


3rd Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 
Dept2 (Engine) 


Ship 


Lancashire IV 


Studying 
Hampshire 
Standby Leave 


Worcestershire III 


Lincolnshire 


Studying 


Studying 
Studying 
Studying 


Standby Leave 


Australian Bridge 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Atlantic Bridge 
Australian Bridge 


Gloucestershire 
Gloucestershire 
Gloucestershire 
Cheshire III 
Standby Leave 
Worcestershire III 
Standby Leave 


Date 
20/05/1967 


22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 


07/10/1973 


01/03/1975 


18/09/1974 
19/09/1975 
16/02/1976 


10/09/1976 


23/02/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/03/1975 
19/09/1975 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


Name 


Meiklejohn A 


Melia A 


Melia D 


Melvin R.W 


Melvin W 


Rank 


2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


2nd Radio Officer 
Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


2nd Radio Officer 


2nd Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 
6th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Ship 

Yorkshire III 
Studying 
Standby Leave 
Warwickshire 
Standby Leave 


Coventry City 
Standby Leave 
Worcestershire III 
Standby Leave 
Warwickshire 
Atlantic Bridge 
Cheshire IV 
Oxfordshire 
Lincolnshire 
English Bridge 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 


Coventry City 


Devonshire | 

Devonshire | 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


20/05/1967 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Melvin W 


Menzies R 


Mercer G 


Mercer J.E 


Meredith M.T 


Merrifield T.M 


Metcalf D.H 


Meyer A.P 


Mg T 


Middleton R.C 


Rank 


2nd Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 
Ext 3rd Eng Officer 
2nd Eng Officer 


4th Eng Officer 


8th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


5th Eng Officer 


3rd Officer 
Dept1 (Deck) 
2nd Officer 


4th Eng Officer 


2nd Eng Officer 


Jnr Eng Officer 


Cook 


Chief Officer 


Captain 


Ship 
Herefordshire II 
Studying 
Standby Leave 
SS Warwickshire 
SS Leicestershire 
SS Warwickshire 


Laid Up 


Herefordshire II 
Herefordshire III 


Wiltshire 
Standby Leave 
Standby Leave 


Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Yorkshire III 


Herefordshire III 
Westminster Bridge 


Toronto City 


Hampshire 
Standby Leave 
Standby Leave 


Gloucestershire 


Hampshire 
Lincolnshire 
Lincolnshire 
Lincolnshire 
Hampshire 
Devonshire II 


Date 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


15/03/1978 


01/03/1964 
14/10/1964 


10/09/1976 
23/02/1977 
13/10/1977 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


30/06/1969 
25/12/1969 


20/05/1967 


26/09/1979 
26/03/1980 
18/09/1980 


01/04/1971 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Middleton R.C 


Middleton S.J 


Miley D 


Rank 


Captain 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Chef 


Ext 2nd Steward 


2nd Steward 
Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Ship 


Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire IV 
Standby Leave 
Head Office 
Staffordshire IV 
Staffordshire IV 


Studying 
Studying 
Studying 
Studying 
Worcestershire III 
Warwickshire 
Studying 
Studying 
Liverpool Bridge 
Standby Leave 
Dart America 
Dart America 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 
Standby Leave 
Yorkshire III 
Yorkshire III 
Standby Leave 
Lancashire III 
Lancashire III 
Worcestershire III 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/09/1959 
01/03/1960 
01/10/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


Name 


Miley D 


Miley P 


Miley P.M 


Miliken-Brown W 


Mill J 


Millar A.J 


Miller A.J 


Rank 


Purser 


Bosun 
Dept5 (Victualling) 
Purser 


Cook 


Cook 


Engineer Cadet 


Cadet Act Jnr Eng Off 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 
Jnr 2nd Eng Officer 


Dept2 (Engine) 


Carpenter 


Carpenter 


Ship 
Worcestershire III 
Lancashire IV 
Lancashire III 
Shropshire 
Wiltshire 
Standby Leave 
Derbyshire III 
Pacific Bridge 
Lincolnshire 


Dart Atlantic 


English Bridge 


Studying 
English Bridge 
Devonshire II 
Yorkshire IV 
Devonshire II 
Standby Leave 
Staffordshire IV 
Yorkshire IV 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Pacific Bridge 


Staffordshire III 
Pacific Bridge 
Ocean Bridge 
Westminster Bridge 
Pacific Bridge 
Atlantic Bridge 
Pacific Bridge 
Atlantic Bridge 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 


19/09/1975 


18/09/1974 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/08/1971 


30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Miller A.J 


Miller K 


Miller K.D 


Miller R.W 


Millhouse D 


Millican-Brown W 


Milligan J.M 


Rank 


Carpenter 


Dept1 (Deck) 


Captain 


Baker 


Deck Cadet 


Dept1 (Deck) 


Jnr 3rd Officer 


Snr 3rd Officer 


4th Eng Officer 
3rd Eng Officer 


Deck Cadet 


Ship 

Lancashire IV 
Australian Bridge 
Warwickshire 
Warwickshire 
Ocean Bridge 


Standby Leave 


Toronto City 
Toronto City 
Coventry City 
Standby Leave 
Derbyshire III 
Warwickshire 
Worcestershire III 
Herefordshire III 
Standby Leave 
Herefordshire III 
Lancashire IV 
Standby Leave 


SS Warwickshire 
SS Warwickshire 


Herefordshire II 
Derbyshire II 

SS Oxfordshire 
Studying 
Worcestershire II 
Worcestershire II 
Devonshire | 


Standby Leave 
Dart Atlantic 


Standby Leave 
Lancashire IV 
English Bridge 
Studying 


Date 


18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
13/10/1977 


10/05/1965 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/06/1956 
01/11/1956 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 


15/03/1978 
18/09/1980 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name Rank 
Milligan J.M Deck Cadet 


Milligan T.N Dept2 (Engine) 


Milligan T.W Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


Milliken-Brown W.W 3rd Eng Officer 


Millington G Chief Eng Officer 


Dept2 (Engine) 


Ship 

Yorkshire IV 
Berkshire 
Studying 
Standby Leave 


Standby Leave 


Shropshire 
Westminster Bridge 
Westminster Bridge 
Cheshire IV 
Pacific Bridge 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Canadian Bridge 
Standby Leave 
Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Northamptonshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cambridgeshire 
Cambridgeshire 
Standby Leave 
Cambridgeshire 
Cheshire IV 
Standby Leave 
Yorkshire IV 


Standby Leave 
Standby Leave 


Yorkshire III 
Standby Leave 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


07/10/1973 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/05/1981 
21/10/1981 


30/06/1969 
25/12/1969 


Name 


Millington G 


Mills M.C 


Milne A.R 


Milne D 


Rank 


Dept2 (Engine) 
Chief Eng Officer 


Chief Officer 
1st Officer 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Trainee Elect Officer 


Ship 


Standby Leave 
Derbyshire III 


Cheshire II 
Cheshire II 

SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Standby Leave 
Shropshire 
Yorkshire III 
Worcestershire III 
Derbyshire III 
Standby Leave 
Standby Leave 
Derbyshire III 
Warwickshire 
Warwickshire 
Herefordshire III 
Gloucestershire 
Staffordshire III 
Standby Leave 
Warwickshire 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Yorkshire IV 


Date 


01/07/1970 
01/04/1971 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


18/09/1980 


Name 


Milroy | 


Milroy I.J 


Milton W.R 


Milton W.R.F 


Min W 


Minde J 


Ming C.H 


Ming L.S 


Ming S.Y 


Rank 


7th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


2nd Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


C.P.O 


Carpenter 


C.P.O 


Cook 


GiP.O 


Ship 


Derbyshire II 
Derbyshire II 


Standby Leave 
Standby Leave 


Yorkshire III 


Shropshire 
Warwickshire 
Warwickshire 
Standby Leave 
Worcestershire III 
Arya Bod 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Lancashire IV 
Cheshire IV 
Warwickshire 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 


Cheshire IV 


Worcestershire II 


Yorkshire IV 
Yorkshire IV 


Oxfordshire 


Cheshire IV 
Cheshire IV 


Date 


01/09/1959 
01/03/1960 


01/11/1958 
01/10/1960 


01/07/1970 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


30/04/1979 


18/04/1961 


10/09/1976 
23/02/1977 


15/03/1978 


10/09/1976 
23/02/1977 


Name 


Ming W.S 


Mintoff C 


Mitchell D 


Mitchell D,G 


Mitchell D.A 


Mitchell J 


Mitchell J.C 


Mitchell J.P 


Mitchell N.J 


Mitchell N.N 


Mitchell S 


Rank 


Carpenter 


Ext 3rd Eng Officer 


3rd Officer 


6th Eng Officer 


Uncert 3rd Officer 
3rd Eng Officer 


6th Eng Officer 


Jnr Eng Officer 


9th Eng Officer 


Purser 


Purser 


Electrical Officer 


Ship 


Berkshire 
Berkshire 


Coventry City 


Australian Bridge 


Cheshire III 


Lincolnshire 
Australian Bridge 


Yorkshire III 


Worcestershire III 


SS Oxfordshire 


Wiltshire 
Standby Leave 
Devonshire II 
Dart America 
Dart America 
Standby Leave 
Standby Leave 
Northamptonshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Hampshire 


Australian Bridge 


Berkshire 


Date 


15/03/1978 
27/09/1978 


01/04/1973 


19/09/1975 


14/10/1961 


01/03/1975 
10/09/1976 


01/12/1968 


01/04/1971 


18/04/1961 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/03/1975 


21/10/1983 


Name 


Mitchell S 


Mitra S 


Mitra S.K 


Moar C.J 


Moat M.R 


Mobberley D.H 


Mohamed N 


Mohammad N 


Mohammadullah 


Mohammed T 


Rank 


Electrical Officer 


Serang (Engine) 


Serang (Engine) 


Jnr Eng Officer 


Electrical Officer 


Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 


2nd Officer 
Chief Officer 


Storekeeper 


Storekeeper 


Storekeeper 


Cook 


Ship 
Trinidad & Tobago 


Worcestershire III 
Derbyshire III 
Derbyshire III 


Staffordshire Ill 
Staffordshire Ill 


Standby Leave 


Staffordshire Ill 


Herefordshire II 
SS Leicestershire 
SS Warwickshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Staffordshire III 
Staffordshire III 
Staffordshire Ill 


Ocean Bridge 


Derbyshire III 
Derbyshire III 
Derbyshire III 
Ocean Bridge 


Lancashire IV 


Worcestershire III 
Shropshire 
Worcestershire III 
Dorsetshire 


Date 
13/04/1984 


30/06/1969 
01/08/1971 
29/04/1972 


30/06/1969 
25/12/1969 


15/03/1978 


25/12/1969 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


19/09/1975 


30/06/1969 
25/12/1969 
18/09/1974 
01/03/1975 


26/03/1980 


25/12/1969 
25/12/1969 
01/07/1970 
27/09/1978 


Name 


Mohandas C 


Mohd G 


Mohd N 


Mohd T 


Molloy G.J 


Molloy J.M 


Moloney W.J 


Rank 
Deck Cadet 


Cook 


Storekeeper 


Cook 


Deck Cadet 


3rd Officer 


Deck Cadet 


3rd Officer 


Surgeon 


Ship 


Gloucestershire 


Warwickshire 


Pacific Bridge 
Pacific Bridge 
Pacific Bridge 
Derbyshire III 


Atlantic Bridge 


Worcestershire III 
Hampshire 
Studying 
Wiltshire 
Canadian Bridge 
Studying 
Cheshire IV 
Standby Leave 


Studying 
Standby Leave 
Standby Leave 
Herefordshire III 
Devonshire II 
Studying 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Herefordshire II 
Herefordshire II 


Date 


01/10/1966 


01/07/1970 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


16/02/1976 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


Name 


Molyneux J 


Monaghan A 


Monaghan J 


Monaghan J.F 


Monaghan J.P 


Monckton C 


Mondal G.C 


Monteith D.C 


Rank 


2nd Radio Officer 


Dept4 (Radio) 


2nd Steward 
3rd Radio Officer 
2nd Radio Officer 
Radio Officer 


2nd Steward 


Dept4 (Radio) 


Radio Officer 
Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 


Senior Motorman 


Serang (Engine) 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Ship 


Staffordshire II 


Standby Leave 


Derbyshire II 

SS Oxfordshire 
SS Leicestershire 
Shropshire 
Yorkshire III 
Shropshire 
Derbyshire III 


Herefordshire II 
Cheshire Il 

SS Leicestershire 
SS Leicestershire 
Derbyshire II 
Derbyshire II 
Derbyshire II 

SS Warwickshire 


Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Shropshire 
Standby Leave 


Dart Atlantic 


Pacific Bridge 


Standby Leave 
Devonshire | 

Standby Leave 
SS Oxfordshire 
SS Oxfordshire 


Date 


01/11/1956 


01/03/1963 


01/09/1959 
01/05/1962 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
18/04/1961 


01/10/1960 
18/04/1961 
14/10/1961 
14/10/1964 
01/10/1966 
21/11/1967 


30/04/1979 


01/07/1970 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


Name 


Monteith D.C 


Montgomery J 


Moon G 


Moore A 


Moore A.M 


Rank 


Chief Officer 
1st Officer 

Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Captain 

Dept1 (Deck) 


Dept3 (Electrical) 


Carpenter 


Chief Officer 


Deck Cadet 


Dept1 (Deck) 
3rd Officer 


2nd Officer 


Ship 
Devonshire | 
Oxfordshire 
Standby Leave 
Cheshire III 
Standby Leave 
Cheshire III 
SS Warwickshire 
Standby Leave 
Lancashire IV 
Lancashire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Derbyshire III 
Worcestershire III 
Warwickshire 


Herefordshire II 


Shropshire 
Staffordshire III 
Worcestershire III 
Warwickshire 
Studying 
Worcestershire III 
Atlantic Bridge 
Coventry City 
Standby Leave 
Oxfordshire 
Standby Leave 
Standby Leave 
Yorkshire IV 
Warwickshire 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


22/06/1968 


01/05/1966 
01/10/1966 
21/11/1967 


01/05/1957 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Moore A.M 


Moore A.N 


Moore A.R 


Rank 
Chief Officer 


Captain 
Chief Officer 
Captain 


Chief Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Captain 
Dept1 (Deck) 
Captain 


Ship 
Warwickshire 
Lancashire IV 
Lancashire IV 
Studying 
Lancashire IV 
Studying 


Herefordshire II 


SS Warwickshire 
SS Warwickshire 
Herefordshire II 
Derbyshire II 
Derbyshire II 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 

SS Warwickshire 
SS Warwickshire 
Standby Leave 
SS Leicestershire 
Lancashire IV 
Lancashire IV 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Worcestershire III 
Standby Leave 
Warwickshire 
Yorkshire III 
Yorkshire III 
Standby Leave 
Shropshire 
Toronto City 
Worcestershire III 
Lancashire IV 
Arya Bod 
Standby Leave 
Lancashire IV 


Date 


15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 


01/11/1957 


01/06/1956 
01/11/1956 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


Moore A.R 


Moore C.J 


Moore G.D 


Moore J.B 


Moore R 


Moore T.R 


Moorehouse F 


Rank 


Captain 


Deck Cadet 


3rd Eng Officer 


Purser 


2nd Steward 


3rd Officer 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
2nd Officer 


Chief Officer 
2nd Officer 
1st Officer 
Chief Officer 


3rd Eng Officer 


Ship 

Lancashire IV 
Herefordshire III 
Standby Leave 
Standby Leave 


Standby Leave 
Devonshire II 
Studying 
Warwickshire 
Cheshire IV 
Lancashire IV 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 


Coventry City 
Coventry City 
Halifax City 


Montreal City 
Oxfordshire 
Herefordshire III 
Studying 

Ocean Bridge 
Ocean Bridge 
Dart America 
Standby Leave 
Standby Leave 
Canadian Bridge 
Lancashire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Herefordshire III 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 


15/03/1978 


26/03/1980 
18/09/1980 
21/05/1981 


01/10/1966 
20/05/1967 
29/04/1972 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/10/1972 


Name 


Moorhouse F 


Moran E.W 


Moran F.W 


Moran M.J 


Moran N.J 


Rank 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ext 2nd Eng Officer 


2nd Eng Officer 


2nd Radio Officer 
2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


2nd Elect Officer 


Snr 2nd Elect Officer 


Dept3 (Electrical) 


Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


Ship 


Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Studying 
Studying 
Standby Leave 
English Bridge 
Australian Bridge 
Lincolnshire 
Warwickshire 
Oxfordshire 
Studying 
Cheshire IV 
Cambridgeshire 
Yorkshire IV 
Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Cambridgeshire 


Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 


Studying 
Devonshire II 
Standby Leave 
Staffordshire IV 
Devonshire II 
Herefordshire III 


Studying 


Date 


01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/05/1957 
01/11/1957 
01/05/1958 


01/11/1956 


23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 


16/02/1976 


Name 


Morean M.A 


Morgan A.J 


Morgan A.J.L 


Morgan B 


Morgan D.C 


Rank 
Radio Officer 


Deck Cadet 
Deck Cadet 
Uncert Officer 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


3rd Officer 
2nd Officer 


Captain 


Chief Officer 


8th Eng Officer 


Deck Cadet 


3rd Officer 


2nd Officer 


Ship 


Standby Leave 


Herefordshire II 


Shropshire 
Derbyshire III 
Derbyshire III 
Lancashire IV 
Coventry City 
Studying 
Derbyshire III 
Standby Leave 
Atlantic Bridge 
Oxfordshire 
Berkshire 
Oxfordshire 
Berkshire 
Studying 
Studying 
Ocean Bridge 
Canadian Bridge 


Staffordshire II 


Studying 
Oxfordshire 
Studying 
Ocean Bridge 
Devonshire II 
Warwickshire 
Berkshire 
Yorkshire IV 
Staffordshire IV 
Lincolnshire 
Standby Leave 
Berkshire 
Cheshire IV 
Standby Leave 
Standby Leave 


Date 
15/03/1978 


10/05/1965 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/11/1957 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Morgan J.D 


Morgan K.B 


Morgan K.R 


Morgan M.A 


Morris A.N 


Morris D.J.M 


Morris G 


Morris K.W 


Rank 
6th Eng Officer 


Dept2 (Engine) 


Deck Cadet 


5th Eng Officer 


Trainee Radio Officer 


Dept1 (Deck) 


Ext Chief Officer 
Chief Officer 


Purser 


Ext 5th Eng Officer 
4th Eng Officer 


Ship 
Shropshire 


Westminster Bridge 
Standby Leave 


Yorkshire III 
Worcestershire III 


Gloucestershire 


Oxfordshire 


Standby Leave 


Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Atlantic Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
Cambridgeshire 
Cambridgeshire 


Standby Leave 
Lincolnshire 

Standby Leave 
Standby Leave 
Standby Leave 


Devonshire II 
Standby Leave 
Standby Leave 
Canadian Bridge 
Dart America 


Date 


01/12/1968 
30/06/1969 
25/12/1969 


01/12/1968 
30/06/1969 


01/03/1964 


13/10/1977 


22/06/1968 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 


Name 


Morris P 


Morris R 


Morris R.A 


Morris R.J 


Morris T 


Rank 
Dept5 (Victualling) 


Purser 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Uncert Officer 
3rd Officer 
Dept1 (Deck) 
3rd Officer 


Deck Cadet 


3rd Officer 
Dept1 (Deck) 
Ext 3rd Officer 
Dept1 (Deck) 


Ext 2nd Officer 
Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 


Ship 


Standby Leave 


Canadian Bridge 
Australian Bridge 
Wiltshire 


Warwickshire 
Standby Leave 
Derbyshire III 
Staffordshire III 
Worcestershire III 
Derbyshire III 
Shropshire 
Studying 
Derbyshire III 
Worcestershire II 
Standby Leave 


Cheshire III 
Cheshire III 
Cheshire III 
Gloucestershire 
Cheshire III 
Standby Leave 
Herefordshire II 
Studying 
Studying 
Standby Leave 


Dart Atlantic 
Studying 
Studying 
Studying 
Studying 
Lancashire IV 
English Bridge 
Studying 
Standby Leave 
Lancashire IV 
Wiltshire 


Date 
01/03/1964 


23/02/1977 
13/10/1977 
15/03/1978 


21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


29/04/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Morris T 


Morris T.M 


Morris T.N 


Morris W 


Rank 


Assisting 

Jnr Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


Deck Cadet 


Deck Cadet 


Uncert Officer 
Ext 3rd Officer 
3rd Officer 


Dept1 (Deck) 
Ext 2nd Officer 
Dept1 (Deck) 
Ext 2nd Officer 
Dept1 (Deck) 
1st Officer 


Storekeeper 


Dept5 (Victualling) 
Storekeeper 


Dept5 (Victualling) 


Ship 

Yorkshire IV 
Standby Leave 
Standby Leave 
Studying 
Staffordshire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Trinidad & Tobago 


Lancashire IV 


SS Leicestershire 
Lancashire IV 
Cheshire III 
Cheshire III 
Coventry City 
Herefordshire III 
Warwickshire 
Warwickshire 
Lancashire IV 
Lancashire IV 
Standby Leave 
Warwickshire 
Standby Leave 
Worcestershire III 
Studying 

English Bridge 
Standby Leave 


Devonshire | 
Devonshire | 
Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


10/05/1965 


14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
07/10/1973 
19/02/1974 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


Morris W 


Morris W.F 


Morris W.R 


Morrish A 


Morrison R 


Morrison R.M 


Morrison R.N 


Rank 


Jnr Eng Officer 


Bosun 


Storekeeper 


Dept5 (Victualling) 


Baker 


C.P.O 


Deck Cadet 


Dept1 (Deck) 


Deck Cadet 


Ship 


Hampshire 


Coventry City 


SS Warwickshire 
SS Warwickshire 
Devonshire | 
Devonshire | 
Devonshire | 

SS Oxfordshire 
Standby Leave 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 


Australian Bridge 
Devonshire II 
Canadian Bridge 
Hampshire 
Hampshire 
Hampshire 
Staffordshire IV 
Hampshire 
Lincolnshire 
Lincolnshire 
Devonshire II 
Wiltshire 


Shropshire 
Worcestershire III 
Worcestershire III 
Cheshire III 
Cheshire III 
Studying 


Herefordshire II 


Date 


13/10/1977 


01/12/1968 


01/06/1956 
01/11/1956 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


18/09/1974 
01/03/1975 
19/09/1975 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 


10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 


01/10/1966 


Name 


Morrow J 


Morrow W.H 


Morrow W.H.1 


Mort J 


Mortensen A.R 


Mortenson A.R 


Morton R 


Rank 


Dept5 (Victualling) 
Purser 


5th Eng Officer 


5th Eng Officer 


Bosun 


Deck Cadet 
Dept1 (Deck) 
2nd Eng Officer 
Deck Cadet 


3rd Officer 


2nd Officer 


Chief Officer 
Ext 2nd Officer 


4th Eng Officer 


Ship 


Standby Leave 
Derbyshire III 


Coventry City 


Standby Leave 
Standby Leave 
Standby Leave 


Westminster Bridge 


Lancashire IV 
Standby Leave 
Atlantic Bridge 
Berkshire 
Lincolnshire 
Lincolnshire 
Standby Leave 
Studying 
Warwickshire 
Standby Leave 
Standby Leave 
Berkshire 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Studying 
Staffordshire IV 
Devonshire II 
Trinidad & Tobago 


Shropshire 
Shropshire 


Date 


01/12/1968 
30/06/1969 


07/10/1973 


19/02/1974 
18/09/1974 
01/03/1975 


30/06/1969 


01/04/1973 
07/10/1973 
19/02/1974 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 
01/10/1972 


Name 


Morton R 


Moses R.T 


Moslem 


Moss A 


Moss C 


Moss J 


Moss J.H 


Moss L 


Moss S.H 


Mothersole H.E 


Motherson H.E 


Mottershead B 


Rank 


Ext 4th Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


4th Eng Officer 


Head Motorman 


Dept2 (Engine) 


Dept3 (Electrical) 
2nd Elect Officer 
Dept3 (Electrical) 


Dept2 (Engine) 


Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 


2nd Elect Officer 


Dept2 (Engine) 


4th Eng Officer 


4th Eng Officer 


8th Eng Officer 
6th Eng Officer 


Ship 


Lincolnshire 


Standby Leave 
Herefordshire II 
Shropshire 
Staffordshire III 
Standby Leave 
Standby Leave 
Studying 
Herefordshire II 


Gloucestershire 


Standby Leave 


Standby Leave 
Worcestershire II 
Standby Leave 


Standby Leave 


Standby Leave 
Shropshire 
Lancashire IV 
Standby Leave 


Worcestershire II 


Standby Leave 


Staffordshire II 


Staffordshire II 


Herefordshire III 
Derbyshire III 


Date 
01/04/1973 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/04/1971 


01/10/1966 


01/11/1957 
01/11/1958 
01/09/1959 


15/11/1965 


10/05/1965 
01/05/1966 
21/11/1967 
22/06/1968 


01/05/1958 


01/10/1966 


01/11/1956 


01/06/1956 


22/06/1968 
30/06/1969 


Name 


Moule D.L 


Moule L.A.E 


Mounsdon M.R 


Moyle R.R 


Muddiman G.T 


Mui K 


Mui S.Y 


Rank 


Dept2 (Engine) 


Purser 


Dept5 (Victualling) 


Purser 


Dept5 (Victualling) 


3rd Eng Officer 


2nd Eng Officer 


Dept3 (Electrical) 


4th Eng Officer 


Carpenter 


Leading Steward 


Ship 


Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
SS Leicestershire 
SS Leicestershire 
Herefordshire II 
Herefordshire II 
Staffordshire III 
Staffordshire III 
Staffordshire II 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Warwickshire 
Canadian Bridge 
Standby Leave 
Canadian Bridge 
Studying 
Canadian Bridge 


Standby Leave 


Herefordshire II 


Oxfordshire 


Oxfordshire 


Date 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


14/10/1961 


01/05/1966 


10/09/1976 


15/03/1978 


Name 


Muir W.C 


Mukherjee B.N 


Mukherjee D 


Mukherjee K.R 


Mukherjee M.K 


Mulgrew J 


Mulgrew J.C 


Mullaly A 


Mullaly A.E 


Rank 


5th Eng Officer 


Serang (Engine) 


C.P.0 


Serang (Engine) 


Serang (Deck) 


C.P.O 


Serang (Deck) 


6th Eng Officer 


10th Eng Officer 
9th Eng Officer 


Engineer Cadet 


Dept2 (Engine) 


Engineer Cadet 


4th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Ship 


SS Warwickshire 
SS Warwickshire 


Worcestershire III 
Worcestershire III 
Cambridgeshire 


Lancashire IV 
Lancashire IV 


Pacific Bridge 
Gloucestershire 
Mersey Bridge 
Dorsetshire 
Warwickshire 
Lancashire IV 


Yorkshire III 


Derbyshire II 


Devonshire | 
Devonshire | 


Toronto City 


Studying 
Studying 
Studying 
Yorkshire III 
Staffordshire Ill 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 
Studying 
Warwickshire 


Date 


01/06/1956 
01/11/1956 


01/03/1975 
19/09/1975 
21/05/1981 


13/10/1977 
15/03/1978 


30/06/1969 
01/07/1970 
10/09/1976 
13/10/1977 
26/09/1979 
21/05/1981 


25/12/1969 


01/03/1960 


01/05/1958 
01/11/1958 


01/12/1968 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


Name 


Mullaly A.E 


Mullan B.A 


Mullarkey J.M 


Mullins J.J 


Mulvain A 


Murphy J.P 


Rank 
2nd Eng Officer 


Chief Eng Officer 
Ext 2nd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 
Radio Officer 
Dept4 (Radio) 


Radio Officer 


Jnr Eng Officer 


2nd Officer 


Carpenter 


Cook 


Ship 

Pacific Bridge 
Dart America 
Dart America 
Studying 
Devonshire II 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Wiltshire 
Wiltshire 


Cheshire III 
Standby Leave 
Worcestershire III 
Standby Leave 
Warwickshire 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Berkshire 
Studying 


Devonshire II 
Staffordshire IV 
Standby Leave 
Standby Leave 
Dorsetshire 
Herefordshire III 


Worcestershire II 


Lancashire IV 


Wiltshire 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/11/1956 


01/03/1964 


18/09/1980 


Name 


Murphy V.J 


Murphy V.T 


Murphy W 


Murray D.B 


Murray F 


Murray G.K 


Murray J.J 


Murray J.R 


Murray R.U.N 


Murtagh S.K 


Rank 


Jnr Eng Officer 


Dept2 (Engine) 


Surgeon 
Assistant Purser 
Purser 


Dept3 (Electrical) 


Cook 


5th Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


6th Eng Officer 
4th Eng Officer 


Engineer Cadet 


2nd Eng Officer 


Deck Cadet 


Ship 


Berkshire 


Standby Leave 


SS Leicestershire 
Gloucestershire 
Worcestershire III 
Warwickshire 


Standby Leave 


Hampshire 


Shropshire 
Coventry City 
Standby Leave 
Coventry City 


Warwickshire 
Shropshire 


Studying 
Herefordshire III 
Studying 
Devonshire II 
Studying 


Shropshire 
Shropshire 


Lincolnshire 
Oxfordshire 
Standby Leave 
Warwickshire 
Cheshire IV 
Studying 
Devonshire II 


Date 


19/02/1974 


07/10/1973 


14/10/1961 
30/06/1969 
25/12/1969 
01/07/1970 


14/10/1961 


27/09/1982 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


25/12/1969 
01/07/1970 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


01/09/1959 
01/03/1960 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 


Name 


Murtagh S.K 


Musham N.L 


Myers D.E 


Myers E.A 


Myin H 


Myint H 


Myint M.H 


Nabi N 


Naisbitt J 


Narayan S.P 


Nash B.E 


Rank 
3rd Officer 


Jnr Eng Officer 


Cook 


2nd Radio Officer 


Head Steward 


Dept2 (Engine) 


9th Eng Officer 
8th Eng Officer 
Dept2 (Engine) 


Storekeeper 


4th Eng Officer 


Cook 


6th Eng Officer 
Ext 5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
2nd Eng Officer 


Ship 
Staffordshire IV 


Coventry City 


Atlantic Bridge 
Atlantic Bridge 


Shropshire 
Lancashire III 
Lancashire III 


Staffordshire Ill 


Standby Leave 


Derbyshire II 
Derbyshire II 
Studying 


Staffordshire III 
Derbyshire III 
Derbyshire III 
Arya Bod 
Warwickshire 


Shropshire 


Dorsetshire 


Staffordshire III 
Derbyshire III 
Standby Leave 
Derbyshire III 
Studying 
Coventry City 
Montreal City 
Derbyshire III 


Date 


26/09/1979 


07/10/1973 


01/03/1975 
19/09/1975 


15/11/1965 
01/05/1966 
01/10/1966 


01/07/1970 


01/05/1958 


01/11/1958 
01/09/1959 
01/03/1960 


25/12/1969 
01/08/1971 
29/04/1972 
18/09/1974 
01/03/1975 


25/12/1969 


21/10/1981 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 


Name 


Nash B.E 


Nash M.S 


Naughton A.E 


Navis L 


Naylor D.G 


Neary E.L.G 


Needham (Marconi) H 


Needham J 


Needham T 


Needham T.A 


Rank 


Dept2 (Engine) 
2nd Eng Officer 


Trainee Radio Officer 


Radio Officer 


Carpenter 


Cook 


9th Eng Officer 


Carpenter 


Radio Officer 


Dept2 (Engine) 


7th Eng Officer 


6th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 


Ship 
Standby Leave 


Lancashire IV 
Dart America 


Dorsetshire 
Cambridgeshire 
Staffordshire IV 


Westminster Bridge 
Derbyshire III 
Herefordshire III 


English Bridge 
Hampshire 


Worcestershire II 


Worcestershire III 
Herefordshire III 
Warwickshire 


Montreal City 


Standby Leave 


Gloucestershire 


Herefordshire III 
Lancashire III 
Lancashire III 
Coventry City 
Herefordshire III 
Shropshire 
Standby Leave 
Yorkshire III 
Pacific Bridge 
Standby Leave 
Worcestershire III 


Date 


07/10/1973 
19/02/1974 
18/09/1974 


06/04/1982 
27/09/1982 
22/04/1983 


01/04/1973 
07/10/1973 
19/02/1974 


16/02/1976 
15/03/1978 


01/10/1960 


19/02/1974 
18/09/1974 
19/09/1975 


29/04/1972 


21/11/1967 


10/05/1965 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Neenan M 


Neeves K.D 


Neild R.T 


Neish R.J 


Nelligan D.J 


Nellingan D.J 


Nelson A 


Neogi P.K.G 


Nesbitt D 


Rank 


Cook 


Ext 5th Eng Officer 


Deck Cadet 


Chief Officer 


2nd Officer 
Dept1 (Deck) 


Chief Officer 


Engineer Cadet 


Engineer Cadet 


3rd Eng Officer 


Serang (Engine) 


Jnr Eng Officer 


Ship 


Hampshire 


Liverpool Bridge 


Studying 
Oxfordshire 
Studying 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 


Atlantic Bridge 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 
Pacific Bridge 


Studying 
Studying 
Studying 
Lincolnshire 


Studying 
Studying 
Lancashire IV 
Standby Leave 


Halifax City 
Montreal City 
Standby Leave 


Atlantic Bridge 


Toronto City 
Standby Leave 


Date 


21/05/1981 


10/09/1976 


19/02/1974 
18/09/1974 
16/02/1976 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


29/04/1972 
01/10/1972 
01/04/1973 


23/02/1977 


19/02/1974 
18/09/1974 


Name 


Nesbitt D 


Nesbitt D.A 


Neve P 


Newbold R.J 


Newell N.A 


Rank 


5th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 


4th Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Snr 2nd Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 


4th Eng Officer 


Engineer Cadet 


Ship 
Warwickshire 
Canadian Bridge 
Liverpool Bridge 
Standby Leave 
Studying 
Studying 


Devonshire II 
Cambridgeshire 
Herefordshire III 
Lincolnshire 


Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
SS Leicestershire 
Devonshire | 
Devonshire | 
Devonshire | 
SS Oxfordshire 
Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Standby Leave 
Derbyshire III 
Standby Leave 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Pacific Bridge 
Standby Leave 


Standby Leave 


Studying 
Studying 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
26/09/1979 


15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


18/09/1974 


18/09/1974 
01/03/1975 


Name 


Newrick D.A 


Newton C.R 


Ng C.Y 


Nichol E 


Nicholas D.F 


Nicholls G 


Rank 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


6th Eng Officer 


Leading Steward 


Pumpman 


Carpenter 


C.P.O 
Carpenter 


P.O. 


Carpenter 
P.O. 


Baker 


Ship 
Standby Leave 


Standby Leave 
Dart America 


Yorkshire III 


Cheshire IV 


Australian Bridge 


Worcestershire III 
Yorkshire III 
Yorkshire III 
Toronto City 
Toronto City 
Standby Leave 
Worcestershire II 
Arya Bod 
Canadian Bridge 
Canadian Bridge 
Atlantic Bridge 
Ocean Bridge 
Dorsetshire 
Dorsetshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Date 


01/04/1973 
07/10/1973 
19/02/1974 


21/11/1967 


27/09/1982 


10/09/1976 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/04/1973 
07/10/1973 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
21/05/1981 
21/10/1981 
06/04/1982 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


Name 


Nicholls G 


Nichols G 


Nicholson G.J 


Nicholson G.T 


Nicholson | 


Nicholson J 


Nicholson S.A 


Rank 


Baker 
Dept5 (Victualling) 
Baker 
Dept5 (Victualling) 


Dept5 (Victualling) 


Jnr Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 


3rd Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 


Ship 

Derbyshire II 
Standby Leave 
SS Leicestershire 
Standby Leave 


Standby Leave 


Pacific Bridge 
Oxfordshire 
Pacific Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Derbyshire III 


Standby Leave 
Warwickshire 
Standby Leave 
Cambridgeshire 
Standby Leave 
Studying 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Staffordshire IV 
Lincolnshire 
Staffordshire IV 


Dart Atlantic 


Studying 

Studying 
Gloucestershire 
Westminster Bridge 


Date 


01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 


01/03/1964 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/08/1971 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 


01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 


Name 


Nicholson S.A 


Nicolson S.A 


Nield R.T 


Nieto P.H 


Nightingale D 


Nightingale D.A 


Rank 


Dept2 (Engine) 
Jnr Eng Officer 
5th Eng Officer 


Engineer Cadet 
Ext 5th Eng Officer 
5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


2nd Officer 


Chief Officer 


2nd Officer 


Jnr 2nd Elect Officer 
Snr 2nd Elect Officer 


Dept2 (Engine) 


3rd Eng Officer 


7th Eng Officer 
5th Eng Officer 


Ship 

Studying 
Atlantic Bridge 
English Bridge 


Studying 
English Bridge 
Hampshire 
Standby Leave 
Devonshire II 
English Bridge 
Studying 
Standby Leave 


Westminster Bridge 
Lancashire IV 
Standby Leave 
English Bridge 
Lincolnshire 
Ocean Bridge 
Yorkshire IV 
Liverpool Bridge 
Lincolnshire 
Devonshire II 
Staffordshire IV 
Standby Leave 
Herefordshire III 
Studying 
Standby Leave 
Standby Leave 
Harold La Borde 


Oxfordshire 
SS Oxfordshire 


Standby Leave 
Standby Leave 
Shropshire 


Cheshire III 
Shropshire 


Date 


01/08/1971 
01/10/1972 
07/10/1973 


25/12/1969 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


01/10/1972 
01/04/1973 
07/10/1973 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1960 
01/10/1960 


01/05/1962 
01/03/1964 
14/10/1964 


14/10/1961 
01/03/1963 


Name 


Nisbet M.R 


Nisbet W.B 


Rank 


Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Captain 


Staff Captain 
Captain 


Chief Eng Officer 


Ship 


Cheshire III 
Cheshire III 
Shropshire 
Yorkshire III 
Lancashire IV 
Lancashire III 
Standby Leave 
Standby Leave 
Coventry City 
Standby Leave 
Standby Leave 
Oxfordshire 
Standby Leave 
Oxfordshire 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Lincolnshire 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 
Hampshire 
Staffordshire IV 
Standby Leave 
Staffordshire IV 
Staffordshire IV 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 


Date 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1956 
01/05/1957 
01/11/1957 


Name 


Nisbet W.B 


Nisbet W.R 


Nixon A 


Nixon C.S 


Nixon G.S 


Nixon M.R 


Nixon P 


Rank 
Chief Eng Officer 


Chief Eng Officer 


Surgeon 


3rd Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Ext 3rd Officer 
3rd Officer 


2nd Steward 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
5th Eng Officer 


Ship 

Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Derbyshire II 


Devonshire | 


Worcestershire II 


Ocean Bridge 


Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Ocean Bridge 
Studying 
Ocean Bridge 
Devonshire II 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 


Studying 
Lancashire IV 
Staffordshire III 
Standby Leave 
Gloucestershire 


Date 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/03/1963 


01/06/1956 


01/05/1958 


23/02/1977 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/03/1963 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 


Name 


Nixon P 


Noegi P.K 


Noel R.E.A 


Noirmot W 


Nolan G.P 


Nolan T 


None 


Noone F 


Norbury W.H 


Norcross A 


Rank 
4th Eng Officer 


Serang (Engine) 


5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 


Trainee Elect Officer 


Electrical Officer 
Engineer Cadet 
Electrical Officer 


Butcher 


Dept5 (Victualling) 


Captain 
Chief Eng Officer 


9th Eng Officer 


Dept5 (Victualling) 


Dept2 (Engine) 
4th Eng Officer 


Ship 

Yorkshire III 
Gloucestershire 
Pacific Bridge 
Warwickshire 


Yorkshire III 


Wiltshire 
Dart America 
Studying 


Standby Leave 


Derbyshire III 
Standby Leave 
Lancashire IV 
Cheshire IV 
Cheshire IV 
Herefordshire III 
Cheshire IV 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


Berkshire 
Berkshire 


Derbyshire II 


Standby Leave 
Standby Leave 


Standby Leave 
Derbyshire III 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


25/12/1969 


01/04/1973 
07/10/1973 
19/02/1974 


14/10/1961 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
18/09/1980 
21/05/1981 
21/10/1981 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


06/04/1982 
06/04/1982 


18/04/1961 


01/11/1958 
01/09/1959 


01/10/1966 
20/05/1967 


Name 


Norman K 


Normandale D 


Nugent C 


Nuruzzamam S.K 


Nutman D 


Nutman D.N.B 


Nutt D.A 


Nyunt M.T 


Rank 
4th Eng Officer 


Electrical Officer 


Cook 


Cook 


Snr 3rd Officer 


Jnr 3rd Officer 
Dept1 (Deck) 
Snr 3rd Officer 
Dept1 (Deck) 


5th Eng Officer 


Deck Cadet 


Dept1 (Deck) 


3rd Officer 


2nd Officer 


Ship 
Cheshire IV 


Hampshire 


Hampshire 


Atlantic Bridge 
Derbyshire III 


SS Oxfordshire 
SS Warwickshire 


Staffordshire II 
Standby Leave 
SS Warwickshire 
Studying 


Hampshire 


Herefordshire II 
Herefordshire II 
Cheshire III 
Cheshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Studying 
Studying 
Standby Leave 
Worcestershire III 
Derbyshire III 
Standby Leave 
Berkshire 
Derbyshire III 
Oxfordshire 
Warwickshire 
Standby Leave 
Worcestershire III 
Lancashire IV 


Date 


07/10/1973 


01/03/1975 


23/02/1977 


25/12/1969 
19/09/1975 


01/05/1958 
01/11/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


13/10/1977 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Nyunt M.T 


Nyunt N.T 


Oak F 


Oakshott S.J 


Oates J 


Oates J.W 


Rank 


Chief Officer 
2nd Officer 


Dept1 (Deck) 


3rd Eng Officer 


Dept1 (Deck) 


2nd Steward 
Dept5 (Victualling) 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 


Storekeeper 


2nd Steward 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 


Ship 

Studying 
Herefordshire III 
Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 


Studying 


SS Leicestershire 


Standby Leave 


Worcestershire II 
Standby Leave 
Staffordshire III 
Standby Leave 
Toronto City 
Standby Leave 
Studying 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Worcestershire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Yorkshire III 
Standby Leave 
Cheshire III 
Standby Leave 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Pacific Bridge 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 


01/10/1972 


01/05/1957 


14/10/1961 


01/09/1959 
01/05/1962 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Oates J.W 


Oates J.W.H 


Oates L 


O'Brien A.H 


O'Brien M.J 


Rank 
Dept5 (Victualling) 


Purser 


Dept5 (Victualling) 
Purser 


5th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


Radio Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 
Standby Leave 
Oxfordshire 
Standby Leave 
Yorkshire IV 
Mersey Bridge 
Atlantic Bridge 
Warwickshire 
Standby Leave 
Standby Leave 
Yorkshire IV 
Northamptonshire 
Cambridgeshire 
Herefordshire III 
Herefordshire III 
Standby Leave 
Standby Leave 
Lincolnshire 
Devonshire II 
Standby Leave 
Standby Leave 


Standby Leave 
Cheshire IV 
Lancashire IV 
Herefordshire III 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 


Standby Leave 


Worcestershire III 
Berkshire 
Berkshire 


Date 


25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1966 
29/04/1972 
19/02/1974 
18/09/1974 
01/03/1975 


01/06/1956 
01/11/1956 
01/05/1957 


01/05/1957 


29/04/1972 
01/10/1972 
01/04/1973 


Name 


O'Brien M.J 


O'Brien T.H 


O'Byaw S.R 


Rank 


Dept4 (Radio) 
Radio Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


5th Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Warwickshire 
Studying 
Studying 
English Bridge 
Herefordshire III 
Herefordshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Dorsetshire 
Silver Bridge 
Wiltshire 
Cheshire IV 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Studying 
Hampshire 
Lincolnshire 
Hampshire 


Standby Leave 
Herefordshire II 
Herefordshire II 
Studying 
Studying 
Shropshire 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


O'Byaw S.R 


O'Connell D.M 


O'Connell D.N 


O'Connell T.J 


O'Connor J.B 


O'Connor P.J 


Odgers M 


O'Donnell J.F 


Rank 


Dept2 (Engine) 
5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 


Jnr Eng Officer 
5th Eng Officer 


Jnr Eng Officer 
4th Eng Officer 


Electrical Officer 


Storekeeper 


Radio Officer 
2nd Radio Officer 


Deck Cadet 
Dept1 (Deck) 
Jnr 3rd Officer 


Dept1 (Deck) 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Ship 

Studying 
Herefordshire II 
Gloucestershire 
Studying 


Devonshire II 
Canadian Bridge 


Lincolnshire 
Warwickshire 
Standby Leave 


Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Hampshire 
Australian Bridge 
Lincolnshire 


Derbyshire III 
English Bridge 


SS Warwickshire 
Studying 
Worcestershire II 
SS Oxfordshire 
Staffordshire II 
Studying 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Studying 


Date 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


19/09/1975 
16/02/1976 


01/03/1975 
10/09/1976 
23/02/1977 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/03/1975 
19/09/1975 
16/02/1976 


07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


O'Donnell J.F 


O'Donnell J.P 


O'Donnell M.A 


O'Donnell T.P 


Oem N.M 


Rank 


Dept2 (Engine) 
Engineer Cadet 


5th Eng Officer 
4th Eng Officer 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
Jnr Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 


Ship 


Studying 
Studying 
Worcestershire III 
Westminster Bridge 
Standby Leave 
Derbyshire III 
Pacific Bridge 
Berkshire 

English Bridge 
English Bridge 
Standby Leave 


Standby Leave 


Studying 
Standby Leave 
Studying 
Standby Leave 
Studying 
Devonshire II 
Devonshire II 


Warwickshire 
Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart America 
Lancashire IV 
Mersey Bridge 
Derbyshire III 
Devonshire II 
Standby Leave 
Studying 
Hampshire 
Studying 


Studying 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
18/09/1974 
16/02/1976 


19/09/1975 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 


21/11/1967 


Name 


Oen N.M 


Ogden H.C 


Ogden R.P 


Ogilvie D.E 


O'Hara J.E 


O'Leary F 


Rank 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 


Jnr Eng Officer 


2nd Officer 


Chief Officer 


Dept1 (Deck) 


Pumpman 


7th Eng Officer 
Dept2 (Engine) 


Ship 


Studying 
Studying 
Studying 
Studying 
Standby Leave 
Standby Leave 
Shropshire 
Standby Leave 
Arya Bod 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Berkshire 
English Bridge 


Atlantic Bridge 


Standby Leave 
Dart Atlantic 


Herefordshire II 
Herefordshire II 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Standby Leave 


Ocean Bridge 
English Bridge 
Ocean Bridge 
English Bridge 
Ocean Bridge 


SS Oxfordshire 
Studying 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


19/02/1974 


16/02/1976 
10/09/1976 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/11/1957 
01/05/1962 


Name 


O'Leary P 


O'Leary T 


Oliver H.A 


Olsen S 


Olson S 


Rank 


Dept2 (Engine) 
8th Eng Officer 
7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 
Dept2 (Engine) 


Carpenter 


Bosun 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Jnr Eng Officer 


5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 


Ext 3rd Eng Officer 


3rd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
Cargo Engineer 


Ship 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Studying 


SS Leicestershire 


Devonshire | 
Devonshire | 
Standby Leave 
Studying 
Herefordshire II 
Standby Leave 


Herefordshire III 


Westminster Bridge 


Wiltshire 


Studying 
Studying 
Studying 
Studying 
Warwickshire 


Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 


Date 


01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


13/10/1977 


01/07/1970 
01/04/1971 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/10/1972 


01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Olson S 


O'Neill J 


O'Neill J.E.J 


O'Neill J.J 


O'Neill K.J 


Ormrod J.H 


Ormrod P.C 


Ormrod W.R 


Rank 


Cargo Engineer 


Carpenter 


Carpenter 


C.PO 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 


Butcher 


Deck Cadet 


Radio Officer 


Ship 

Standby Leave 
Standby Leave 
Wiltshire 
Hampshire 
Lincolnshire 
Standby Leave 


Montreal City 
Arya Bod 


Worcestershire III 
Herefordshire III 
Arya Bod 

English Bridge 
Warwickshire 
English Bridge 
Ocean Bridge 
Lancashire IV 


Warwickshire 


Standby Leave 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
Studying 


Derbyshire II 
SS Leicestershire 


Shropshire 
SS Warwickshire 


Warwickshire 
Worcestershire II 
Cheshire IV 
Studying 

Ocean Bridge 
Lancashire IV 


Date 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 
19/02/1974 


01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
13/10/1977 


23/02/1977 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/03/1963 
01/03/1964 


18/04/1961 
14/10/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Ormrod W.R 


O'Rourke S 


Osbourne M.W 


O'Toole T 


Oubridge D 


Oulton A 


Rank 
Radio Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


3rd Officer 


Dept3 (Electrical) 
2nd Elect Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Ship 

Atlantic Bridge 
Cheshire IV 
Atlantic Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Dorsetshire 
Hampshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 


Studying 
Studying 
Studying 


Dorsetshire 
Hampshire 
Staffordshire IV 


Standby Leave 
Cheshire III 


Standby Leave 
Standby Leave 
Herefordshire III 


Studying 
Studying 
Studying 
Studying 
Derbyshire III 
Herefordshire III 
Studying 
Studying 


Date 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


25/12/1969 
01/07/1970 
01/04/1971 


27/09/1982 
22/04/1983 
21/10/1983 


01/05/1962 
01/03/1963 


01/04/1973 
07/10/1973 
18/09/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Oulton A 


Ourbridge D 


Outram H 


Outram H.E 


Outson S 


Ovenstone C.R 


Owen B 


Owen D.R 


Rank 
Cadet Act Jnr Eng Off 


Dept2 (Engine) 
2nd Eng Officer 
Chief Eng Officer 


Electrical Officer 


2nd Elect Officer 
Snr 2nd Elect Officer 


Electrical Officer 


Electrical Officer 


Deck Cadet 


2nd Radio Officer 
2nd Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ship 


Mersey Bridge 


Standby Leave 
Arya Bod 
Studying 


SS Warwickshire 


Staffordshire II 
SS Oxfordshire 
SS Oxfordshire 
SS Warwickshire 


Herefordshire II 
Herefordshire II 
Herefordshire II 
SS Warwickshire 


Shropshire 

Derbyshire II 
Derbyshire II 
Yorkshire III 
Yorkshire III 


Cheshire IV 


Pacific Bridge 
Worcestershire III 
Worcestershire III 
Berkshire 
Standby Leave 
Standby Leave 
Australian Bridge 
Australian Bridge 
Standby Leave 
Standby Leave 
English Bridge 


Date 


10/09/1976 


01/10/1972 
19/02/1974 
01/03/1975 


01/11/1958 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


07/10/1973 


01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Owen E 


Owen G 


Owen H.R 


Owen R.J 


Owen R.M 


Owen W 


Rank 


Carpenter 


Purser 


Dept1 (Deck) 


2nd Officer 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Radio Officer 
Chief Officer 
Ext Chief Officer 
Chief Officer 


Captain 


2nd Radio Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Storekeeper 


2nd Steward 


Ship 


Toronto City 
Toronto City 


Standby Leave 


Standby Leave 
Standby Leave 
Toronto City 
Toronto City 
Toronto City 
Standby Leave 
Derbyshire III 
Berkshire 
Toronto City 
Berkshire 
Wiltshire 
Wiltshire 
Hampshire 
Hampshire 
Devonshire II 
Standby Leave 
Hampshire 
Hampshire 
Lincolnshire 
Hampshire 
Wiltshire 
Wiltshire 


Toronto City 
Toronto City 
Derbyshire III 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Oxfordshire 


Devonshire II 


Derbyshire II 


Date 


21/11/1967 
22/06/1968 


01/04/1971 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/10/1972 


27/09/1978 


01/11/1957 


Name 


Owens J 


Owens R.J 


Oxton N.D 


Pace F 


Packer C.R 


Packwood D.S 


Page B 


Page B.M 


Rank 


2nd Steward 


Radio Officer 


Carpenter 


Dept3 (Electrical) 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Carpenter 


3rd Eng Officer 


9th Eng Officer 
8th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Ship 


Montreal City 
Montreal City 


Yorkshire III 
Standby Leave 
Westminster Bridge 
Warwickshire 


Worcestershire II 


Standby Leave 


Lancashire IV 
Berkshire 
Lancashire IV 
Lincolnshire 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Dorsetshire 


Shropshire 


Shropshire 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Staffordshire II 
Studying 
Studying 
Standby Leave 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Shropshire 


Date 


29/04/1972 
01/10/1972 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


01/10/1960 


07/10/1973 


15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/03/1964 


01/03/1960 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


Name 


Page D.F 


Page R.M 


Pailing A 


Pailing P.R 


Pain M.J 


Pak C.C 


Rank 


Purser 
Dept5 (Victualling) 
Purser 


2nd Eng Officer 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 
Chief Officer 


Captain 


G:P:0 


Leading Steward 


Ship 


Westminster Bridge 
Standby Leave 
Atlantic Bridge 
Westminster Bridge 
Standby Leave 
Coventry City 
Westminster Bridge 
Montreal City 
Westminster Bridge 
Toronto City 
Standby Leave 


Yorkshire III 


Studying 
Studying 
Studying 
Cambridgeshire 
Devonshire II 
Berkshire 
Studying 


Herefordshire III 


Standby Leave 
Dart Atlantic 
Dart America 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Oxfordshire 
Oxfordshire 
Cheshire IV 
Berkshire 
Berkshire 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


14/10/1964 


18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/05/1981 


01/10/1972 
01/04/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/09/1975 
16/02/1976 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Pak Y 


Palethorpe J.G 


Palma F 


Palmer 


Palmer R.G 


Palmer R.O 


Palmer R.P 


Rank 


Cook 


Radio Officer 


Cook 


Chief Officer 


Chief Officer 


2nd Elect Officer 


Ship 


Yorkshire IV 


Atlantic Bridge 
Standby Leave 
Standby Leave 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Warwickshire 
Lincolnshire 
Hampshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 
Cambridgeshire 
Devonshire II 
Yorkshire IV 
Standby Leave 


Atlantic Bridge 
Herefordshire III 
Herefordshire III 


Derbyshire III 
Coventry City 


Herefordshire III 


Atlantic Bridge 


Date 


21/05/1981 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/07/1970 
19/09/1975 
16/02/1976 


01/04/1973 
19/02/1974 


01/10/1972 


01/04/1971 


Name 


Rank 


Palmer R.Q 


Palmer W 


Palmer W.E 


Panter P.F 


Pappin E.P 


Pappin F.P 


Pardoe T.R 


Chief Officer 


5th Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


5th Eng Officer 


7th Eng Officer 


3rd Eng Officer 


3rd Eng Officer 


2nd Radio Officer 
Radio Officer 


Ship 


Toronto City 


Coventry City 
Dart America 
Oxfordshire 
Oxfordshire 
Oxfordshire 
Studying 
Standby Leave 
Herefordshire III 
Standby Leave 
Mersey Bridge 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Pacific Bridge 
Berkshire 
Lincolnshire 


Herefordshire II 


Standby Leave 


Cheshire IV 


Lancashire IV 
Toronto City 
Oxfordshire 
English Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Liverpool Bridge 
English Bridge 


Date 


07/10/1973 


01/08/1971 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 


01/10/1966 


01/04/1973 


01/10/1972 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Parfitt R.J 


Pargiter J.H 


Parker A 


Parker A.G 


Parker E.A 


Parker M.A 


Parker N 


Parker N.L 


Rank 


2nd Radio Officer 
Radio Officer 


Ext 2nd Officer 
2nd Officer 


Ext 2nd Officer 


Dept1 (Deck) 
Chief Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


Uncert Officer 


2nd Eng Officer 


2nd Eng Officer 


Ship 


Berkshire 
Standby Leave 
Standby Leave 


Dart America 
Dart America 
Standby Leave 
Dart Atlantic 


Studying 
Standby Leave 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Worcestershire III 
Arya Bod 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Cambridgeshire 
Lancashire IV 


Lancashire IV 
Shropshire 
Standby Leave 
Herefordshire III 
Staffordshire III 
Lancashire IV 
Lancashire III 


Cheshire III 


Cheshire III 


Date 


07/10/1973 
19/02/1974 
18/09/1974 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


30/06/1969 
13/10/1977 


10/09/1976 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
15/03/1978 
27/09/1978 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/05/1966 


01/10/1966 


Name 


Parker N.L 


Parker T 


Parker W.E 


Parkin A.J.K 


Parkin N.J 


Parkinson G 


Parkinson H 


Rank 
2nd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


4th Eng Officer 
3rd Eng Officer 


5th Eng Officer 
4th Eng Officer 


Electrical Officer 


2nd Elect Officer 
Dept3 (Electrical) 


Electrical Officer 


Storekeeper 


Ship 
Cheshire III 


Cheshire III 
Studying 


Derbyshire II 


Derbyshire III 
Standby Leave 


Devonshire II 
Standby Leave 
English Bridge 


Arya Bod 
Australian Bridge 
Oxfordshire 
Australian Bridge 
Ocean Bridge 
Lincolnshire 
English Bridge 
Wiltshire 
Lincolnshire 
Standby Leave 
Lincolnshire 
Lincolnshire 
Herefordshire III 
Lincolnshire 
Cambridgeshire 
Standby Leave 


Cheshire II 
Cheshire II 
Standby Leave 
Standby Leave 
Worcestershire II 
Worcestershire II 


Worcestershire II 
Worcestershire II 


Date 


20/05/1967 
21/11/1967 
22/06/1968 


01/06/1956 


18/09/1974 
01/03/1975 


16/02/1976 
23/02/1977 
13/10/1977 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/06/1956 
01/11/1956 


Name 


Parkinson H 


Parkinson R.W 


Parnell G 


Parr E.T 


Parr T.E 


Parry D 


Parry R.A 


Parry S.W 


Parsons W.B 


Partington G 


Partridge J.S 


Rank 


Storekeeper 


Jnr 2nd Elect Officer 


Inter 2nd Elect Officer 
Snr 2nd Elect Officer 


Electrical Officer 


Dept3 (Electrical) 
2nd Elect Officer 


Dept3 (Electrical) 


Dept1 (Deck) 


2nd Officer 


Baker 


Engineer Cadet 


2nd Steward 


3rd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 


Dept2 (Engine) 


2nd Officer 


Ship 


Worcestershire II 


Devonshire | 
Devonshire | 

SS Oxfordshire 
SS Oxfordshire 
Derbyshire II 

SS Leicestershire 


Standby Leave 
Derbyshire II 
Cheshire III 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 


Toronto City 


Worcestershire II 


Studying 


Studying 


Shropshire 
Standby Leave 
Standby Leave 
Yorkshire III 
Yorkshire III 
Studying 
Studying 


Standby Leave 


Dorsetshire 


Date 
01/05/1957 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/10/1966 
21/11/1967 


20/05/1967 


01/10/1960 


18/09/1974 


22/04/1983 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/12/1968 


26/03/1980 


Name 


Pascoe R.G 


Pascoe S.N 


Pascoe S.R 


Paterson A.G 


Paterson H.M 


Paterson I.S 


Patterson F 


Patterson F.H 


Rank 


Jnr Eng Officer 


2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
Jnr Eng Officer 


Jnr Eng Officer 


5th Eng Officer 


Ext 4th Eng Officer 


Purser 


Dept5 (Victualling) 


Engineer Cadet 


Radio Officer 


Cook 


3rd Eng Officer 


Ship 


Devonshire II 
Standby Leave 
Standby Leave 
Warwickshire 
Studying 
Cambridgeshire 
Studying 
Lincolnshire 
Wiltshire 


Arya Bod 
Australian Bridge 


Standby Leave 
Lincolnshire 
Dart America 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 


Montreal City 


Wiltshire 


Standby Leave 
Arya Bod 
Standby Leave 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


19/02/1974 
18/09/1974 


10/09/1976 
23/02/1977 
13/10/1977 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


19/02/1974 
18/09/1974 
01/03/1975 


01/10/1972 


19/09/1975 


01/04/1973 
07/10/1973 
19/02/1974 


Name 


Patterson F.H 


Patterson H.M 


Patterson J 


Patterson T 


Patton M.J 


Paul B.K 


Paul J.J 


Rank 
3rd Eng Officer 


Cargo Engineer 


Dept2 (Engine) 


Jnr Eng Officer 


Jnr Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 


C.P.O 


Dept2 (Engine) 
2nd Eng Officer 
Chief Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Lincolnshire 
Lincolnshire 
Staffordshire IV 
Wiltshire 
Lincolnshire 
Devonshire II 
Hampshire 
Hampshire 


Studying 


Standby Leave 


Standby Leave 


Shropshire 
Yorkshire III 
Standby Leave 


Lancashire IV 


Standby Leave 
Ocean Bridge 
Herefordshire III 
Herefordshire III 
Cheshire IV 
Ocean Bridge 
Standby Leave 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


07/10/1973 


10/09/1976 


13/10/1977 


01/10/1966 
20/05/1967 
21/11/1967 


27/09/1978 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Paul J.J 


Paul K.C 


Paul M.N 


Paul N.C 


Paulson B.B 


Paulusz C 


Paulusz H 


Rank 
Chief Eng Officer 


Serang (Engine) 
P.O. 


Petty Officer 


C.P.O 


P.O. 


Dept5 (Victualling) 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 
Jnr 3rd Officer 


Ship 

Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Hampshire 
Hampshire 
Standby Leave 
Hampshire 
Hampshire 
Hampshire 
Hampshire 


Yorkshire III 
Warwickshire 
Warwickshire 


Dorsetshire 
Dorsetshire 
Cambridgeshire 
Cambridgeshire 


Lancashire IV 


Standby Leave 


Herefordshire III 
Herefordshire III 
Warwickshire 
Warwickshire 
Gloucestershire 
Gloucestershire 


Herefordshire II 
Cheshire III 

SS Warwickshire 
Gloucestershire 
Studying 
Lancashire IV 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 
27/09/1978 
30/04/1979 


13/10/1977 
15/03/1978 
26/03/1980 
18/09/1980 


30/04/1979 


18/04/1961 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


Paulusz H 


Paulusz M 


Pawson A.L 


Pawson B.S 


Rank 


3rd Officer 
Ext 3rd Officer 
Dept1 (Deck) 
3rd Officer 


2nd Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


6th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


2nd Elect Officer 
Electrical Officer 
Dept3 (Electrical) 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Jnr Eng Officer 
Ext 5th Eng Officer 
4th Eng Officer 


Ship 
Herefordshire III 
Staffordshire III 
Studying 
Herefordshire II 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Studying 
Standby Leave 
Studying 


Staffordshire II 
Staffordshire III 
Cheshire III 
Cheshire III 
Pacific Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Staffordshire III 
Standby Leave 


Herefordshire III 
Staffordshire III 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Cheshire IV 
Standby Leave 
Ocean Bridge 
English Bridge 
Oxfordshire 


Date 


15/11/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Pawson B.S 


Pawson B.W 


Pawson E.S 


Pawson N.W 


Paxton R.J 


Payne A.D.C 


Payne T 


PeA 


PeM.A 


Rank 
4th Eng Officer 


3rd Eng Officer 


Engineer Cadet 


3rd Eng Officer 


Engineer Cadet 


Chief Officer 
Dept1 (Deck) 
Chief Officer 


9th Eng Officer 


7th Eng Officer 


6th Eng Officer 


Dept2 (Engine) 


Ship 
Worcestershire III 
Standby Leave 
Standby Leave 
Herefordshire III 
Cheshire IV 
Standby Leave 
Silver Bridge 
Cambridgeshire 
Berkshire 
Standby Leave 
Standby Leave 


Studying 


Berkshire 


Studying 
Studying 
Studying 
Studying 
Lincolnshire 
Hampshire 


Montreal City 
Standby Leave 
Berkshire 


Staffordshire II 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 


Studying 
Studying 


Date 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/04/1971 


23/02/1977 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 
01/10/1972 
01/04/1973 


01/11/1956 


01/06/1956 
01/11/1956 
01/05/1957 
01/05/1958 


01/11/1957 
01/11/1958 


Name 


Peace C.G 


Peacock N.G 


Peacock W 


Pear S.M 


Pearce | 


Pearch J.T 


Pearoo S 


Rank 


Deck Cadet 


Uncert 3rd Officer 


9th Eng Officer 
Dept2 (Engine) 


Carpenter 


Jnr Eng Officer 
Ext 4th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Cook 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 


Storekeeper 


Ship 


Warwickshire 
Studying 
Herefordshire III 
Oxfordshire 


Cheshire II 
Standby Leave 


Warwickshire 
Coventry City 
Toronto City 
Standby Leave 
Atlantic Bridge 


Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Standby Leave 
Staffordshire IV 


Dart Atlantic 


Cheshire II 
Cheshire II 


SS Warwickshire 


Studying 
Standby Leave 
Herefordshire II 


Lancashire IV 
Lancashire IV 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


10/09/1976 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


21/05/1981 
21/10/1981 


Name 


Pearson I.A 


Pearson |.D 


Pearson W.E 


Pearton K.J 


Peat R 


Rank 


2nd Eng Officer 


2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 

Jnr Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Electrical Officer 


2nd Eng Officer 
Dept2 (Engine) 
Snr 2nd Eng Officer 


Chief Eng Officer 


Ship 


Staffordshire Ill 


Atlantic Bridge 
Studying 
Worcestershire III 
Atlantic Bridge 
Standby Leave 
Coventry City 
Standby Leave 


Derbyshire III 
Derbyshire III 
Standby Leave 
Pacific Bridge 
Staffordshire III 
Standby Leave 
Westminster Bridge 
Shropshire 
Shropshire 
Derbyshire III 
Arya Bod 
Standby Leave 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 


Mersey Bridge 
Cheshire IV 
Oxfordshire 


SS Warwickshire 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Cheshire III 
Yorkshire III 
Yorkshire III 


Date 


25/12/1969 


01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 


23/02/1977 
13/10/1977 
15/03/1978 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Peat R 


Peat S.H 


Peate H.B 


Pedder W.H 


Pedder W.R 


Rank 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 


Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 


Captain 
Dept1 (Deck) 
Captain 


Purser 


Purser 


Ship 

Yorkshire III 
Yorkshire III 

SS Leicestershire 
SS Leicestershire 
Yorkshire III 
Yorkshire III 
Cheshire III 
Standby Leave 
Worcestershire III 
Standby Leave 
Toronto City 
Toronto City 
Herefordshire II 
Herefordshire III 
Worcestershire III 
Standby Leave 
Worcestershire III 


Standby Leave 


Cheshire II 
Standby Leave 
SS Leicestershire 
Standby Leave 
Staffordshire II 
Shropshire 
Shropshire 
Yorkshire III 
Yorkshire III 

SS Leicestershire 
Standby Leave 
Standby Leave 
Shropshire 
Standby Leave 
Shropshire 


SS Oxfordshire 


Devonshire | 
Devonshire | 


Date 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


22/06/1968 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


14/10/1961 


01/06/1956 
01/11/1956 


Name 


Pedder W.R 


Pegler |.F 


Peirce E.A.A 


Pendergood W.K 


Penman J 


Penney D 


Rank 


Purser 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 
Jnr Eng Officer 
4th Eng Officer 


Dept1 (Deck) 
Captain 


Ext 3rd Eng Officer 


Dept2 (Engine) 
6th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Chief Eng Officer 


2nd Eng Officer 


3rd Eng Officer 


Ship 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Studying 
Staffordshire IV 
Cambridgeshire 
Studying 
Studying 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Lincolnshire 
Standby Leave 
Yorkshire IV 


Standby Leave 
Standby Leave 


Wiltshire 


Standby Leave 
Derbyshire III 


Westminster Bridge 
Westminster Bridge 


Standby Leave 


Westminster Bridge 


Standby Leave 
Pacific Bridge 
Studying 
Standby Leave 


Standby Leave 


Date 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


25/12/1969 
01/04/1971 


29/04/1972 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


19/02/1974 


Name 


Penny D 


Penny D.J 


Penny D.N 


Penry G 


Penry G.N 


Rank 


2nd Eng Officer 
Chief Eng Officer 


Dept2 (Engine) 


Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
Radio Officer 
Chief Eng Officer 


2nd Officer 


Uncert 3rd Officer 
3rd Officer 


Ship 


Standby Leave 
Standby Leave 


Standby Leave 


Studying 
Studying 
Studying 
Studying 
Studying 
Westminster Bridge 
Yorkshire III 
Coventry City 
Derbyshire III 
Herefordshire III 
Studying 

Atlantic Bridge 
Standby Leave 
Worcestershire III 
Berkshire 

Dart Atlantic 
Australian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 


Cambridgeshire 


English Bridge 
Standby Leave 
Devonshire II 


Date 


23/02/1977 
21/10/1981 


25/12/1969 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


06/04/1982 


01/03/1975 
19/09/1975 
16/02/1976 


Name 


Penry G.N 


Perera N 


Perera N.D.T.Y 


Perera Y.D.N.J 


Perkins B 


Perrie W 


Perrins W.R 


Perry C.J.A 


Rank 
3rd Officer 


2nd Officer 


1st Officer 


2nd Officer 


5th Eng Officer 


5th Eng Officer 


6th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


2nd Officer 


Electrical Officer 


3rd Officer 


2nd Officer 


2nd Radio Officer 


Dept4 (Radio) 


Ship 
Lincolnshire 
Hampshire 
Wiltshire 
Standby Leave 
Standby Leave 
Hampshire 
Devonshire II 
Standby Leave 
Hampshire 
Standby Leave 
Berkshire 
Studying 
Standby Leave 


Gloucestershire 


Gloucestershire 


Gloucestershire 
Gloucestershire 
Studying 
Standby Leave 
Montreal City 
Standby Leave 


Dart America 


Berkshire 
Standby Leave 


Dart Atlantic 
Standby Leave 
Standby Leave 


Worcestershire II 


Standby Leave 
Standby Leave 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/12/1968 


30/06/1969 


22/06/1968 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 


29/04/1972 


19/02/1974 
18/09/1974 


23/02/1977 
13/10/1977 
30/04/1979 


18/04/1961 
14/10/1961 
01/05/1962 


Name 


Perry D 


Perry M.J 


Pestell B 


Peters A.H 


Pettitt J 


Phelan J.J 


Philemon L 


Philip B.P 


Rank 
Deck Cadet 


Dept1 (Deck) 


Carpenter 


3rd Officer 


Dept1 (Deck) 
2nd Officer 


Snr 3rd Officer 


Dept1 (Deck) 


C.P.O 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Chief Officer 


Ship 

Standby Leave 
Lancashire IV 
Standby Leave 
Studying 
Liverpool Bridge 
Warwickshire 
Berkshire 
Cheshire IV 


Studying 


Toronto City 
Halifax City 
Australian Bridge 
Australian Bridge 
English Bridge 
Mersey Bridge 
Australian Bridge 


Cheshire III 
Cheshire III 
Studying 

Shropshire 


Staffordshire II 
Staffordshire II 
Standby Leave 
Studying 
Studying 


Hampshire 


SS Warwickshire 
SS Leicestershire 
SS Warwickshire 
Standby Leave 


Warwickshire 
Warwickshire 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 


01/11/1956 


30/06/1969 
29/04/1972 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


16/02/1976 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


22/06/1968 
01/12/1968 


Name 


Philip B.P 


Phillip B.P 


Phillips C.J 


Phillips K.E 


Phillips R 


Phillips T 


Phillips T.C 


Phillips T.C.C 


Phillips T.H 


Pickering A.L 


Rank 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


4th Eng Officer 


Cook 


Purser 


6th Eng Officer 
Radio Officer 


10th Eng Officer 


5th Eng Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Jnr Eng Officer 


Ship 
Lancashire IV 
Lancashire IV 
Worcestershire III 
Warwickshire 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 


Standby Leave 
Warwickshire 


Lincolnshire 


English Bridge 
Wiltshire 


Oxfordshire 


SS Warwickshire 
Worcestershire III 
Warwickshire 


SS Oxfordshire 


SS Leicestershire 


Standby Leave 
Atlantic Bridge 
Pacific Bridge 

Standby Leave 


Dart America 
Northamptonshire 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/08/1971 
01/10/1972 


26/03/1980 


13/10/1977 
15/03/1978 


10/09/1976 


01/05/1962 
22/06/1968 
01/07/1970 


14/10/1961 


01/03/1963 


21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 


15/03/1978 
27/09/1978 


Name 


Pickering B 


Pickering H 


Pickup R.W 


Pierce E.A.A 


Pilcher R 


Pilgrim D.J 


Rank 


9th Eng Officer 
8th Eng Officer 


Jnr 3rd Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Captain 
Dept1 (Deck) 
Captain 


Ext Chief Officer 
Chief Officer 


Dept1 (Deck) 
3rd Officer 

Dept1 (Deck) 
Chief Officer 


Ship 


Herefordshire II 
Herefordshire II 


Devonshire | 


Studying 
Studying 
Berkshire 
Westminster Bridge 
Studying 
Studying 
Lincolnshire 
Ocean Bridge 
Dart America 
Cheshire IV 
Yorkshire IV 
Lancashire IV 
Derbyshire III 
Standby Leave 
Standby Leave 
Herefordshire III 
Wiltshire 
Studying 
Standby Leave 
Wiltshire 
Hampshire 


Westminster Bridge 
Standby Leave 
Westminster Bridge 
Pacific Bridge 
Westminster Bridge 


Lincolnshire 
Standby Leave 


Standby Leave 
Warwickshire 
Studying 
Studying 


Date 


01/11/1956 
01/05/1957 


01/11/1958 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


30/06/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 


07/10/1973 
19/02/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Pinckney N 


Pinder T.L 


Pine J.E 


Ping C 


Ping W 


Ping Y.Y 


Pinnington W 


Piper B 


Piper C.A 


Rank 


2nd Eng Officer 


Chief Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Jnr 3rd Officer 


Cook 
Purser 


2nd Steward 
Pumpman 


G.P:0 


Leading Steward 


Cook 


7th Eng Officer 
6th Eng Officer 


5th Eng Officer 
3rd Eng Officer 


Jnr Eng Officer 


Ship 


Standby Leave 
Worcestershire III 
Lincolnshire 
Studying 


Cheshire III 
Cheshire III 

SS Leicestershire 
Shropshire 
Lancashire IV 
Standby Leave 
Staffordshire II 


Coventry City 
Standby Leave 
Warwickshire 


Cheshire IV 
Yorkshire IV 


Cheshire IV 


Berkshire 
Oxfordshire 


English Bridge 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Herefordshire II 
Herefordshire II 
Staffordshire II 
Worcestershire II 


Yorkshire IV 
Standby Leave 


Date 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


25/12/1969 
01/04/1971 
01/10/1972 


01/04/1971 
21/05/1981 


26/09/1979 


19/09/1975 
10/09/1976 


19/09/1975 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 


21/10/1983 
13/04/1984 


Name 


Pitt A 


Pitt A.H 


Pitt A.N 


Pitt B.E 


Pitt M 


Pitt N 


Pittman D.R.J 


Pitts R.M 


Piu W.Y 


Plunkett J 


Plunkett K 


Plunkett R 


Rank 


2nd Elect Officer 


5th Eng Officer 


6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept3 (Electrical) 


Dept2 (Engine) 


4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


Snr 3rd Officer 
Dept1 (Deck) 


Leading Steward 


Cook 


2nd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 


Ship 


SS Warwickshire 


SS Oxfordshire 


Herefordshire II 
Herefordshire II 
Studying 

SS Oxfordshire 
Studying 
Yorkshire III 
Yorkshire III 


Standby Leave 


Standby Leave 


Shropshire 
Cheshire III 


Standby Leave 


Derbyshire II 
Studying 


Oxfordshire 
Yorkshire IV 


Dart America 


Worcestershire III 


Coventry City 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 


Date 


01/03/1964 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/10/1960 
18/04/1961 


14/10/1964 


01/03/1960 


01/09/1959 
01/03/1960 


01/10/1966 


01/11/1956 
01/05/1957 


01/03/1975 
16/02/1976 


29/04/1972 


22/06/1968 


20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 


Name 


PoC 


Po W.L 


Podmore G.R 


Pollitt T.J 


Porter A 


Porter C.R 


Porter T.A 


Postlewhaite D 


Pott J.W 


Rank 


Cook 
Carpenter 
Cook 


C.P.O 


5th Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 


Storekeeper 


Cook 


Storekeeper 


Dept2 (Engine) 


Storekeeper 


P.O. 


Ship 


Cheshire IV 
Berkshire 
Berkshire 


Cheshire IV 
Northamptonshire 
Northamptonshire 
Northamptonshire 
Cheshire IV 
Cheshire IV 


Worcestershire III 


Shropshire 
Derbyshire III 
Warwickshire 
Standby Leave 
Worcestershire III 
Studying 
Studying 


Dart America 
Dart America 


Toronto City 


Dart America 
Dart America 
Canadian Bridge 
Dart America 


Standby Leave 


Toronto City 
Cheshire IV 
Standby Leave 


Date 


19/09/1975 
16/02/1976 
27/09/1978 


16/02/1976 
27/09/1978 
30/04/1979 
26/09/1979 
21/05/1981 
21/10/1981 


16/02/1976 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


10/09/1976 
13/10/1977 


01/08/1971 


18/09/1974 
23/02/1977 
23/02/1977 
15/03/1978 


01/05/1957 


01/10/1972 
21/05/1981 
06/04/1982 


Name 


Potter 


Potter D.A 


Potter G.D 


Potter P 


Potter P.H 


Povall L.R 


Powadrill R 


Powarill R.F 


Rank 


Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


Ext 4th Eng Officer 
3rd Eng Officer 


Electrical Officer 


Dept5 (Victualling) 


Captain 


Dept2 (Engine) 


Chef 
Dept5 (Victualling) 
Chef 


Dept5 (Victualling) 


Chef 


Ship 


Studying 


Studying 
Studying 
Derbyshire III 
Oxfordshire 
Studying 
Ocean Bridge 
Hampshire 
Hampshire 
Ocean Bridge 
Oxfordshire 
Liverpool Bridge 
Laid Up 

Laid Up 


Standby Leave 
Berkshire 

Dart America 
Standby Leave 


Standby Leave 
Standby Leave 


Herefordshire II 


Standby Leave 
Standby Leave 


SS Leicestershire 
Standby Leave 
Staffordshire II 
Staffordshire II 
Standby Leave 
Standby Leave 


SS Oxfordshire 
Worcestershire II 


Date 


07/10/1973 


01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/11/1956 
01/09/1959 


01/06/1956 


30/06/1969 
25/12/1969 


01/06/1956 
01/11/1956 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1964 


01/05/1957 
01/03/1960 


Name 


Powarill R.F 


Powell A.K 


Powell M.J 


Powell R 


Rank 
Chef 


Dept5 (Victualling) 
Chef 


Cook 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Cook 


8th Eng Officer 
6th Eng Officer 
5th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Ship 
Worcestershire II 
Worcestershire II 
Standby Leave 
Derbyshire II 
Derbyshire II 
Herefordshire III 
Herefordshire II 
Wiltshire 


Studying 
Studying 
Studying 
Studying 
Australian Bridge 
Herefordshire III 
Studying 
Herefordshire III 
Hampshire 
Standby Leave 
Derbyshire IV 
Herefordshire III 
Studying 
Berkshire 
Studying 
Lincolnshire 
Dorsetshire 
Wiltshire 
Devonshire II 
Hampshire 


Australian Bridge 


Staffordshire Il 
Staffordshire Il 
Shropshire 
Shropshire 
Shropshire 
Devonshire | 
Standby Leave 
Staffordshire III 
Staffordshire III 


Date 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
25/12/1969 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/09/1975 


01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
15/11/1965 
01/05/1966 
01/10/1966 


Name 


Powell R 


Pownall R 


Poynder A.J.L 


Pratt F.H 


Rank 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
Ext 3rd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
3rd Eng Officer 


Cargo Engineer 


3rd Eng Officer 


Jnr Eng Officer 


Ext 2nd Officer 
2nd Officer 


Ext 2nd Officer 
Captain 

2nd Officer 
Captain 

2nd Officer 


Chief Officer 
2nd Officer 


Surgeon 


Ship 
Staffordshire III 
Shropshire 
Standby Leave 
Yorkshire III 
Yorkshire III 
Wiltshire 
Standby Leave 
Warwickshire 
Standby Leave 
Cheshire IV 
Oxfordshire 
English Bridge 
Derbyshire III 
Standby Leave 
Standby Leave 
Hampshire 
Hampshire 
Devonshire II 
Hampshire 
Laid Up 
Standby Leave 
Standby Leave 


Berkshire 


Dart Atlantic 
Ocean Bridge 
Standby Leave 
Dart America 
Studying 
Canadian Bridge 
Studying 
Lincolnshire 
Ocean Bridge 
Australian Bridge 
Standby Leave 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Date 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 
27/09/1978 
30/04/1979 


29/04/1972 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


Name 


Pratt H 


Prayle A.G 


Prayle J.G 


Prescott A.G 


Prescott R.D 


Rank 


Surgeon 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
11th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Dept1 (Deck) 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Ship 


Cheshire II 


Shropshire 
Cheshire III 


Standby Leave 
SS Oxfordshire 
Standby Leave 
SS Leicestershire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 

Studying 

Studying 

Studying 

Studying 
Warwickshire 
Pacific Bridge 
Westminster Bridge 
Worcestershire III 
Westminster Bridge 
Standby Leave 
Standby Leave 
Worcestershire III 
Ocean Bridge 
Studying 

Standby Leave 
Devonshire II 


Date 


01/11/1956 


01/09/1959 
01/03/1960 


01/05/1957 
01/11/1957 
01/11/1958 
01/10/1960 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Preshaw A.G 


Preshaw H.E 


Preston A 


Preston A.G 


Rank 


Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Captain 


Staff Captain 


Chief Officer 


Carpenter 


Carpenter 


Ship 


Lancashire IV 
Standby Leave 


Worcestershire III 


Yorkshire III 
Standby Leave 
Yorkshire III 
Gloucestershire 
Standby Leave 
Pacific Bridge 


Westminster Bridge 


Coventry City 

Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
English Bridge 


Atlantic Bridge 


Derbyshire II 
Derbyshire II 
Gloucestershire 


Yorkshire III 
Yorkshire III 
Yorkshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Shropshire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 


Date 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/04/1971 


01/10/1960 
18/04/1961 
10/05/1965 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


Name 


Preston A.G 


Preston E.J 


Price D.A 


Price M 


Price P.G 


Price R.G 


Price W.T 


Primrose C.H 


Prince 


Prince F.J 


Principe G 


Pritchard C.R 


Pritchard J.| 


Rank 


Carpenter 


Electrical Officer 


5th Eng Officer 
Jnr Eng Officer 


3rd Eng Officer 


5th Eng Officer 


Jnr Eng Officer 


Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 


2nd Eng Officer 


8th Eng Officer 


Cook 


Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Ship 


Australian Bridge 
English Bridge 
Atlantic Bridge 
Lancashire IV 


Yorkshire III 


Dorsetshire 
Standby Leave 


Derbyshire II 


Devonshire II 


Arya Bod 
Yorkshire IV 
Dart Atlantic 


Yorkshire III 
Standby Leave 
Derbyshire III 


Yorkshire III 


Herefordshire II 


Dart America 


Standby Leave 
Standby Leave 


Shropshire 
Herefordshire II 
Lancashire IV 


Date 


16/02/1976 
10/09/1976 
23/02/1977 
15/03/1978 


25/12/1969 


13/10/1977 
15/03/1978 


01/09/1959 


19/09/1975 


18/09/1974 
16/02/1976 
10/09/1976 


01/05/1966 
01/10/1966 
20/05/1967 


22/06/1968 


14/10/1961 


13/10/1977 


15/11/1965 
01/05/1966 


01/03/1964 
10/05/1965 
15/11/1965 


Name 


Pritchard J.T 


Pritchard S.L 


Proctor S.H 


Prtichard J. 


Pruden H 


Rank 


Storekeeper 
P.O; 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act 5th Eng Off 


5th Eng Officer 


Ext 4th Eng Officer 


4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


9th Eng Officer 


Chef 


Dept5 (Victualling) 


Ship 


Hampshire 
Standby Leave 
Standby Leave 


Studying 
Studying 
Studying 
Warwickshire 
Studying 
Studying 
Lancashire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Lancashire IV 
Australian Bridge 
Canadian Bridge 
Dart Atlantic 
Studying 
Standby Leave 
Cheshire IV 
Standby Leave 
Lancashire IV 
Hampshire 
Cheshire IV 
Yorkshire IV 
Herefordshire III 
Dorsetshire 
Standby Leave 
Standby Leave 


Standby Leave 


Derbyshire II 


SS Leicestershire 
SS Leicestershire 
Standby Leave 


Date 


21/05/1981 
21/10/1981 
06/04/1982 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/10/1972 


01/03/1963 


01/05/1957 
01/11/1957 
01/05/1958 


Name 


Puckett T.A 


Puckett W.R 


Pugh J.E 


Pui C.K 


Pui F.S 


Pulford F 


Purbrick D 


Purbrick D.R 


Purks S.J 


Pyle H.W 


Rank 


Pumpman 


Bosun 


Electrical Officer 


C.P.O 


Pumpman 


Carpenter 


Bosun 


Bosun 


4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 


Dept1 (Deck) 


Captain 


Ship 

English Bridge 
English Bridge 
Australian Bridge 
Ocean Bridge 
Liverpool Bridge 
English Bridge 


Cheshire II 
Cheshire II 


Warwickshire 


Cheshire IV 
Cheshire IV 


Yorkshire IV 
Yorkshire IV 


Shropshire 


Toronto City 


Toronto City 
Toronto City 
Westminster Bridge 


Cheshire II 
Cheshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Pacific Bridge 

Atlantic Bridge 


Date 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 


01/06/1956 
01/11/1956 


01/04/1971 


29/04/1972 
01/10/1972 


10/09/1976 
23/02/1977 


01/10/1960 


01/07/1970 


01/04/1971 
01/08/1971 
29/04/1972 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Pyle H.W 


Pyper G.A 


Qasim A 


Qasim M 


Quayle G 


Quayle G.T 


Quigley C.W 


Quigley T.G 


Rank 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


C.P.O 


Serang (Deck) 


Storekeeper 


Dept2 (Engine) 


Engineer Cadet 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Surgeon 


8th Eng Officer 


7th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 
3rd Eng Officer 


Ship 

Standby Leave 
Pacific Bridge 
Standby Leave 
Standby Leave 


Derbyshire III 


Warwickshire 
Warwickshire 


Pacific Bridge 


Studying 
Studying 
Worcestershire II 


Studying 
Lancashire IV 
Studying 
Studying 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 
Dorsetshire 


SS Leicestershire 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Staffordshire II 
Shropshire 
Standby Leave 
Herefordshire II 
Worcestershire II 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


26/09/1979 


13/10/1977 
15/03/1978 


25/12/1969 


01/08/1971 
01/10/1972 
07/10/1973 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/10/1960 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Quigley T.G 


Quigley T.Q 


Quinn D 


Quinn G.W.| 


Quinn T 


Quirk R.A 


Quirk R.J 


Rank 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


Purser 


Dept1 (Deck) 


Carpenter 


Engineer Cadet 
Jnr Eng Officer 


4th Eng Officer 


Engineer Cadet 


Jnr Eng Officer 
4th Eng Officer 
Jnr Eng Officer 


Ship 

Shropshire 
Shropshire 
Shropshire 
Shropshire 
Yorkshire III 
Yorkshire III 
Worcestershire III 
Herefordshire II 
Herefordshire II 
Herefordshire III 
Standby Leave 
Standby Leave 
Shropshire 
Atlantic Bridge 
Standby Leave 
Standby Leave 


Standby Leave 


Berkshire 


Studying 


English Bridge 


Studying 
Studying 
Lancashire IV 
Standby Leave 
Lincolnshire 


Studying 
Studying 
Lancashire IV 
Liverpool Bridge 
Studying 
Standby Leave 
Berkshire 
Yorkshire IV 


Date 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 


30/06/1969 


16/02/1976 


01/07/1970 


07/10/1973 


18/09/1974 
16/02/1976 
27/09/1978 
26/09/1979 
18/09/1980 


01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
30/04/1979 
26/03/1980 
21/05/1981 


Name 


Quirk R.J 


Radford S.J 


Rae C.F 


Rae G.N 


Rae M.E 


Raeburn J 


Raeburn-Ward A.D 


Rahman D 


Rank 


Jnr Eng Officer 


5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Surgeon 


3rd Officer 


Dept1 (Deck) 


6th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 


3rd Officer 


Dept1 (Deck) 


Cook 


Ship 
Staffordshire IV 


Worcestershire III 
Toronto City 
Toronto City 
Standby Leave 
Cheshire IV 
Studying 
Herefordshire III 
Australian Bridge 
Standby Leave 
Standby Leave 


SS Warwickshire 


Yorkshire III 


Standby Leave 
Standby Leave 


Cheshire III 
Standby Leave 
Standby Leave 


Herefordshire II 
Yorkshire III 
Yorkshire III 
Herefordshire III 
Studying 
Studying 
Standby Leave 
Staffordshire III 
Lancashire IV 
Lancashire III 
Studying 


Dorsetshire 
Dorsetshire 


Date 


21/10/1981 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


01/09/1959 


01/12/1968 


01/08/1971 
01/10/1972 


10/05/1965 
15/11/1965 
01/05/1966 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


13/10/1977 
15/03/1978 


Name 


Rahman F 


Rahman H 


Rahman M 


Rahman T 


Railton W.A 


Rank 


Serang (Deck) 


Cook 


Storekeeper 


Storekeeper 


Snr 3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 


Ship 


Staffordshire Ill 


Arya Bod 

Warwickshire 
Ocean Bridge 
Ocean Bridge 


Worcestershire III 
Worcestershire III 
Herefordshire III 
Worcestershire III 
Warwickshire 
Warwickshire 
Cambridgeshire 
Dorsetshire 
Cambridgeshire 
Herefordshire III 
Cambridgeshire 


Shropshire 
Ocean Bridge 


Shropshire 
Yorkshire III 

SS Leicestershire 
Yorkshire III 
Studying 
Studying 
Studying 
Worcestershire III 
Worcestershire III 
Standby Leave 
Staffordshire III 
Derbyshire III 
Toronto City 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


30/06/1969 


18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 


30/06/1969 
01/10/1972 
01/03/1975 
16/02/1976 
13/10/1977 
15/03/1978 
26/09/1979 
21/05/1981 
06/04/1982 
06/04/1982 
27/09/1982 


01/10/1972 
18/09/1974 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Railton W.A 


Railton W.R 


Rainsford C 


Raisbeck K 


Rakiz G 


Ralston J 


Ralston R.P 


Ramsey A.V 


Rank 
Chief Officer 


Dept1 (Deck) 


Engineer Cadet 


1st Officer 
Chief Officer 


Storekeeper 


Ext 12th Eng Officer 


8th Eng Officer 
6th Eng Officer 


8th Eng Officer 


Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Ship 


Atlantic Bridge 
Derbyshire III 


Standby Leave 


Studying 
Studying 
Herefordshire III 
Standby Leave 
Studying 


Atlantic Bridge 
Standby Leave 
Standby Leave 
Canadian Bridge 
Berkshire 
Standby Leave 


Yorkshire III 

Ocean Bridge 
Ocean Bridge 
Ocean Bridge 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Devonshire | 


Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
Devonshire II 
Standby Leave 
Standby Leave 
Lancashire IV 
Studying 
Wiltshire 


Date 


18/09/1974 
19/09/1975 


21/11/1967 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


30/06/1969 
01/07/1970 
16/02/1976 
10/09/1976 


18/04/1961 
14/10/1961 
01/05/1962 


14/10/1961 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 


Name 


Ramsey A.V 


Randles A 


Randles A.R 


Ranson J 


Ranson J.W 


Rapley C.W 


Rashid A 


Rank 


2nd Eng Officer 
3rd Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 


Dept4 (Radio) 


Radio Officer 


Chief Officer 
Ext Chief Officer 


Serang (Deck) 


Ship 

Studying 
Standby Leave 
Standby Leave 
Lincolnshire 
Wiltshire 
Dorsetshire 
Lincolnshire 
Safe Esperia 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Shropshire 
Shropshire 
Cheshire III 


Worcestershire II 
Cheshire III 
Standby Leave 


Standby Leave 


Toronto City 
Toronto City 
Standby Leave 


Lancashire IV 
Derbyshire IV 


Pacific Bridge 
Worcestershire III 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/06/1956 
01/11/1956 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


01/05/1957 
18/04/1961 
15/11/1965 


01/07/1970 


30/06/1969 
25/12/1969 
01/04/1971 


26/03/1980 
18/09/1980 


01/04/1971 
01/08/1971 


Name 


Rashid A 


Rasmussen K.O 


Ratcliffe A.T 


Ratcliffe P.J 


Ratcliffe P.S 


Rank 


Serang (Deck) 


Cook 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ext 3rd Eng Officer 
2nd Eng Officer 


Ext 2nd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 
Deck Cadet 


Deck Cadet 


Ship 


Pacific Bridge 
Worcestershire III 


Lincolnshire 


Herefordshire III 
Herefordshire II 
Herefordshire III 
Pacific Bridge 
Studying 
Cheshire IV 
Oxfordshire 
Lincolnshire 
Standby Leave 
Lincolnshire 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 
Berkshire 


Lancashire IV 
Derbyshire III 
Standby Leave 
Herefordshire III 
Studying 
Standby Leave 
Berkshire 
Standby Leave 
Berkshire 


Studying 
Studying 
Studying 
Devonshire II 
Cheshire IV 
Cheshire IV 
Standby Leave 


Date 


01/08/1971 
29/04/1972 


16/02/1976 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
21/05/1981 


18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Ratcliffe R 


Rathbone P 


Rathbone R.P 


Ratnayake S 


Ratnayake S.L 


Rank 


3rd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Engineer Cadet 


Engineer Cadet 


6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


7th Eng Officer 
5th Eng Officer 


Ship 


Worcestershire II 
Worcestershire II 
Staffordshire II 
Worcestershire II 
Derbyshire III 
Herefordshire III 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Australian Bridge 
Standby Leave 
Atlantic Bridge 
Dart America 
Canadian Bridge 
Dart America 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Cambridgeshire 
Lancashire IV 


Studying 
Studying 


Studying 
Studying 
Cheshire IV 
Devonshire II 


Herefordshire III 
Standby Leave 

Gloucestershire 
Cheshire IV 


Herefordshire II 
Shropshire 


Date 


01/06/1956 
01/11/1956 
01/11/1958 
01/03/1960 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


21/05/1981 
21/10/1981 


27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/12/1968 
25/12/1969 


Name 


Ratnayake S.L 


Ratud A 


Rauf A 


Ravera A.S 


Ravera R.F 


Raymond W.D 


Rayner P.W.T 


Rayson S.W 


Rank 


Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 
Ext 3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Serang (Deck) 


Storekeeper 


Carpenter 


Dept1 (Deck) 
Carpenter 


Purser 


Deck Cadet 


3rd Officer 


Dept2 (Engine) 


Jnr Eng Officer 


Ship 

Studying 

Atlantic Bridge 
Standby Leave 
Worcestershire III 
Studying 
Studying 


Shropshire 


Herefordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire III 


Derbyshire II 
Derbyshire II 
Standby Leave 
SS Leicestershire 
Lancashire IV 


Yorkshire III 
Yorkshire III 
Staffordshire III 
Herefordshire II 


Herefordshire III 
Standby Leave 
Studying 
Standby Leave 
Lincolnshire 
Standby Leave 
Silver Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 


Standby Leave 


Lancashire IV 


Date 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/10/1972 


19/09/1975 
16/02/1976 
13/10/1977 
15/03/1978 


14/10/1961 
01/05/1962 
01/03/1964 
14/10/1964 
10/05/1965 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


22/06/1968 


01/04/1973 


Name 


Redford A 


Redford A.V.M 


Reed A 


Rees W 


Reeves M.M 


Rank 


7th Eng Officer 


8th Eng Officer 


Purser 


Storekeeper 


Deck Cadet 


Uncert Officer 


Ship 


Derbyshire II 


Derbyshire II 


Staffordshire III 
Pacific Bridge 
Standby Leave 
Worcestershire III 
Worcestershire III 
Herefordshire III 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Herefordshire III 
Standby Leave 
Yorkshire IV 
Herefordshire III 
Standby Leave 
Berkshire 
Standby Leave 
Derbyshire III 
Derbyshire IV 
Dart Atlantic 
Staffordshire IV 
Herefordshire III 
Lancashire IV 
Hampshire 
Standby Leave 
Head Office 
Hampshire 


Lincolnshire 


Herefordshire II 
Herefordshire II 
Herefordshire II 
SS Warwickshire 
Herefordshire II 
Shropshire 


Date 


18/04/1961 


01/10/1960 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Reeves M.M 


Rank 


Dept1 (Deck) 
Snr 3rd Officer 
Dept1 (Deck) 


3rd Officer 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Staff Captain 
Captain 


Staff Captain 
Captain 


Ship 

Studying 
Staffordshire III 
Studying 
Studying 
Worcestershire III 
Worcestershire III 
Worcestershire III 
Standby Leave 
Coventry City 
Coventry City 
Studying 
Westminster Bridge 
Standby Leave 
Standby Leave 
Westminster Bridge 
Standby Leave 
Pacific Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Australian Bridge 
English Bridge 
Australian Bridge 
Standby Leave 
Atlantic Bridge 
English Bridge 
Liverpool Bridge 
Yorkshire IV 
Standby Leave 
Lincolnshire 
Hampshire 
Standby Leave 
Hampshire 
Hampshire 
Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Standby Leave 
Wiltshire 

Harold La Borde 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Rank 


Reeves T.L 


Regan A.E 


Regan G.W 


Reid A.H 


Reid D 


Reid E 


Reid J 


Reid J.A 


Reid M 


Reidy A.C 


Ext 2nd Eng Officer 
2nd Eng Officer 


Deck Cadet 


Carpenter 


Jnr Eng Officer 


2nd Eng Officer 


Bosun 


2nd Eng Officer 
Dept2 (Engine) 
Jnr 2nd Eng Officer 


Dept2 (Engine) 


7th Eng Officer 
6th Eng Officer 


Radio Officer 


Radio Officer 


Ship 


Ocean Bridge 
Standby Leave 
Standby Leave 


Studying 
Yorkshire IV 
Staffordshire IV 
Studying 
Hampshire 
Staffordshire IV 
Studying 


Staffordshire Ill 


Cambridgeshire 


Wiltshire 


Wiltshire 


Derbyshire II 

Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Gloucestershire 
Cheshire III 


Derbyshire III 
Berkshire 


Standby Leave 
Cambridgeshire 


Date 


01/03/1975 
19/09/1975 
16/02/1976 


18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1966 


15/03/1978 


01/04/1973 


01/07/1970 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/03/1964 
14/10/1964 


01/07/1970 
01/04/1971 


26/03/1980 
18/09/1980 


Name 


Renney A.C 


Renney E.C 


Restall M.J 


Revans G 


Reynolds A.G 


Reynolds H.L 


Reynoldson J 


Rice N.J 


Rich D.J 


Rank 
Chief Eng Officer 


Chief Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 


3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Carpenter 


3rd Eng Officer 


Electrical Officer 


Dept2 (Engine) 
8th Eng Officer 


Jnr 3rd Officer 
Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 


Dept2 (Engine) 
Engineer Cadet 


Ship 


Gloucestershire 


Gloucestershire 
Gloucestershire 
Gloucestershire 
Shropshire 
Yorkshire III 
Lancashire III 
Toronto City 
Toronto City 
Standby Leave 
Toronto City 
Derbyshire III 
Derbyshire III 
Standby Leave 
Standby Leave 


Dart America 
Studying 
Studying 


Staffordshire II 


SS Warwickshire 


Berkshire 


Standby Leave 
Worcestershire II 


SS Warwickshire 
SS Warwickshire 
Devonshire | 
Yorkshire III 
Studying 


Studying 
Studying 


Date 
20/05/1967 


15/11/1965 
01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
29/04/1972 
01/10/1972 
01/04/1973 


29/04/1972 
01/10/1972 
01/04/1973 


01/11/1957 


01/03/1964 


01/07/1970 


01/05/1957 
01/11/1957 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/10/1966 
20/05/1967 


Name 


Rich D.J 


Richards D.J 


Richards D.W 


Richards P 


Richardson B 


Richardson H 


Richie R.S 


Rank 


Dept2 (Engine) 


Engineer Cadet 


Dept2 (Engine) 
Jnr Eng Officer 
Ext 5th Eng Officer 


Deck Cadet 


3rd Officer 


Chief Officer 
Ext 2nd Officer 
3rd Officer 


Electrical Officer 


2nd Elect Officer 


Dept3 (Electrical) 


5th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 


Carpenter 


Electrical Officer 


Ship 


Studying 
Studying 
Studying 
Studying 
Atlantic Bridge 
Standby Leave 
Coventry City 
Coventry City 


Herefordshire III 
Standby Leave 
Studying 
Liverpool Bridge 
Studying 
Standby Leave 
Dart Atlantic 
Standby Leave 
Studying 
Devonshire II 
Studying 
Studying 


Herefordshire III 


Herefordshire II 
Herefordshire II 
Standby Leave 
Standby Leave 


Cheshire II 
Cheshire II 
Standby Leave 
SS Warwickshire 


Shropshire 
Lancashire III 


Wiltshire 
Dart America 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


13/10/1977 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


10/05/1965 
01/05/1966 


01/10/1972 
07/10/1973 


Name 


Richie R.S 


Richmond D 


Riding J.M 


Ridyard D.M 


Rigby E 


Rigg M.A 


Riley A 


Ringrose I.G 


Rank 


Electrical Officer 


2nd Elect Officer 
Dept3 (Electrical) 
2nd Elect Officer 


2nd Steward 


Jnr Eng Officer 


5th Eng Officer 
Jnr Eng Officer 


4th Eng Officer 


4th Eng Officer 


C.P.O 


2nd Radio Officer 
Radio Officer 


Dept2 (Engine) 
8th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Ship 


Dart America 
Studying 


SS Leicestershire 
Studying 

SS Leicestershire 
Shropshire 


Coventry City 


Ocean Bridge 
Standby Leave 
Atlantic Bridge 
Australian Bridge 
Hampshire 
Lincolnshire 
Hampshire 
Standby Leave 
Derbyshire IV 


Westminster Bridge 
Pacific Bridge 
Wiltshire 


English Bridge 
Standby Leave 
Derbyshire III 
Oxfordshire 
Ocean Bridge 
Derbyshire III 
Atlantic Bridge 
Standby Leave 


Standby Leave 
Devonshire | 


Studying 
Warwickshire 
English Bridge 


Date 


19/02/1974 
18/09/1974 


01/03/1963 
01/03/1963 
01/03/1964 
14/10/1964 


29/04/1972 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/07/1970 
01/04/1971 
18/09/1980 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/03/1960 
01/10/1960 


01/10/1972 
01/04/1973 
07/10/1973 


Name 


Ringrose I.G 


Ritchie C 


Ritchie C.T 


Ritchie G 


Ritchie R 


Ritchie R.S 


Roach A.J 


Robbins K 


Rank 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


8th Eng Officer 


9th Eng Officer 


Cook 


Electrical Officer 


Cook 


Electrical Officer 


Senior Elect Officer 


Electrical Officer 


7th Eng Officer 


Trainee Elect Officer 
Electrical Officer 


Ship 

Studying 
Standby Leave 
Standby Leave 
Studying 
Studying 
Atlantic Bridge 
Herefordshire III 


Derbyshire II 


Cheshire II 


Toronto City 
Toronto City 
Lincolnshire 
Dart America 


Coventry City 
Coventry City 
Coventry City 
Lincolnshire 


Cheshire III 
Cheshire III 
Pacific Bridge 
Derbyshire III 
Berkshire 
Oxfordshire 
Studying 

Dart Atlantic 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 


Staffordshire Ill 


Devonshire II 
Cheshire IV 


Date 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/05/1957 


01/11/1956 


01/07/1970 
01/04/1971 
29/04/1972 
18/09/1974 


22/06/1968 
01/12/1968 
30/06/1969 
01/10/1972 


20/05/1967 
21/11/1967 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/04/1973 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


21/11/1967 


10/09/1976 
23/02/1977 


Name 


Robbins K 


Roberts A 


Roberts A.J 


Roberts D 


Roberts D.K 


Roberts G 


Roberts G.A 


Roberts G.C 


Roberts G.C.S 


Roberts G.F 


Roberts |.B 


Roberts J.G 


Rank 


Electrical Officer 


Jnr Eng Officer 
Chief Eng Officer 
Jnr Eng Officer 


Dept2 (Engine) 
Jnr Eng Officer 


2nd Eng Officer 


Electrical Officer 


Storekeeper 
Dept5 (Victualling) 


Storekeeper 


Dept1 (Deck) 
Deck Cadet 


Surgeon 


Surgeon 


Storekeeper 


2nd Officer 


2nd Elect Officer 


Electrical Officer 


Ship 


Dorsetshire 
Hampshire 
Dorsetshire 


Pacific Bridge 
Dart Atlantic 
Atlantic Bridge 


Standby Leave 
Pacific Bridge 


Warwickshire 
Lancashire IV 
Hampshire 


Montreal City 


Worcestershire II 
Standby Leave 
Standby Leave 
Derbyshire II 


Studying 
Toronto City 


Herefordshire II 


Herefordshire II 


Derbyshire II 


Shropshire 


Herefordshire III 
Herefordshire II 
Herefordshire III 


Date 
13/10/1977 


15/03/1978 
27/09/1978 


19/02/1974 
18/09/1974 
18/09/1974 


01/10/1972 
01/04/1973 


16/02/1976 
10/09/1976 
23/02/1977 


29/04/1972 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


01/10/1972 
01/04/1973 


01/11/1958 


01/05/1958 


14/10/1961 


01/10/1966 


22/06/1968 
01/12/1968 
30/06/1969 


Name 


Roberts K 


Roberts N.A 


Roberts O 


Roberts O.M 


Roberts P.D 


Roberts S.L 


Roberts W 


Roberts W.E 


Rank 


7th Eng Officer 


Engineer Cadet 


2nd Steward 


2nd Steward 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


2nd Elect Officer 


Dept1 (Deck) 


Ship 


Pacific Bridge 


Studying 
Studying 
Studying 
Herefordshire III 
Staffordshire IV 
Studying 
Studying 


Herefordshire II 


Herefordshire II 
Herefordshire II 
Herefordshire II 
Worcestershire II 


Studying 
Studying 
Devonshire II 
Derbyshire III 
Studying 
Standby Leave 
Studying 
Studying 
Cambridgeshire 
Standby Leave 
Devonshire II 


Standby Leave 
Standby Leave 
Lancashire IV 

English Bridge 
Standby Leave 


SS Leicestershire 


Standby Leave 


Date 


01/12/1968 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


01/11/1956 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/06/1956 


30/06/1969 


Name 


Roberts W.E 


Roberts W.H 


Roberts W.N 


Robertson A 


Robertson M 


Robertson N 


Robertson P.A 


Robertson R 


Rank 


Dept1 (Deck) 
2nd Officer 
Captain 

2nd Officer 


Carpenter 


Carpenter 


3rd Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Carpenter 


Chief Eng Officer 


Dept1 (Deck) 


Ship 

Standby Leave 
Westminster Bridge 
Studying 
Oxfordshire 
Lincolnshire 


Warwickshire 
Derbyshire III 


Staffordshire Ill 


Lancashire III 
Lancashire III 
Studying 
Derbyshire III 
Pacific Bridge 
Standby Leave 
Warwickshire 
Derbyshire III 
Atlantic Bridge 
Pacific Bridge 
Westminster Bridge 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 


Staffordshire II 
Staffordshire II 
Staffordshire II 


Atlantic Bridge 


Standby Leave 


Date 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


01/10/1972 
01/04/1973 


22/06/1968 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
01/03/1975 


01/06/1956 
01/11/1956 
01/05/1957 


01/04/1971 


01/07/1970 


Name 


Robertson R.W 


Robins G 


Robins M.R 


Robinson A 


Robinson A.J 


Rank 
12th Eng Officer 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 
1st Officer 


2nd Officer 


Chief Officer 
Dept1 (Deck) 
Chief Officer 
Ext Chief Officer 
Chief Officer 


Captain 
Chief Officer 
Captain 
Chief Officer 


Captain 


3rd Eng Officer 


4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Ship 
SS Oxfordshire 


Standby Leave 
Toronto City 
Standby Leave 
Arya Bod 

Arya Bod 
Studying 
Atlantic Bridge 


Warwickshire 
Atlantic Bridge 
Toronto City 
Standby Leave 
Herefordshire III 
Dart America 
Herefordshire III 
Lancashire IV 
Warwickshire 
Standby Leave 
Standby Leave 
Oxfordshire 
Oxfordshire 
Standby Leave 
Herefordshire III 
Berkshire 
Standby Leave 
Standby Leave 
Herefordshire III 
Herefordshire III 
Herefordshire III 


Worcestershire III 
Toronto City 
Devonshire II 


Shropshire 
Yorkshire III 
Standby Leave 
Lancashire IV 


Date 
18/04/1961 


01/10/1972 
01/04/1973 
07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


22/06/1968 
01/12/1968 
21/10/1983 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


Name 


Robinson A.J 


Robinson B 


Robinson C 


Robinson J 


Rank 


Dept2 (Engine) 


2nd Eng Officer 
3rd Eng Officer 


Deck Eng Officer 
3rd Eng Officer 


Cargo Engineer 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Ship 

Standby Leave 
Standby Leave 
Derbyshire III 
Wiltshire 
Standby Leave 
Wiltshire 
Toronto City 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Standby Leave 
Liverpool Bridge 
Laid Up 
Standby Leave 
Standby Leave 
Wiltshire 

Dart Atlantic 
Standby Leave 
Hampshire 
Wiltshire 
Standby Leave 
Devonshire II 
Wiltshire 
Standby Leave 


Herefordshire II 
Herefordshire II 
Shropshire 


Cheshire II 


Westminster Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 


Date 


21/11/1967 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
13/04/1984 


14/10/1961 
01/05/1962 
01/03/1963 


01/06/1956 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
01/10/1972 


Name 


Robinson J 


Robinson J.F 


Robinson K 


Robinson M.G.E 


Robinson S.A 


Rank 


Dept2 (Engine) 
Chief Eng Officer 


7th Eng Officer 


Carpenter 


2nd Officer 
Chief Officer 
2nd Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 


Ship 

Standby Leave 
Ocean Bridge 
Ocean Bridge 
Ocean Bridge 
Ocean Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 
Standby Leave 
Herefordshire III 
Silver Bridge 
Standby Leave 


Cheshire III 


Worcestershire III 


Worcestershire III 
Studying 
Berkshire 
Warwickshire 
Australian Bridge 


Studying 
Studying 
Studying 
Warwickshire 
Studying 
Studying 
Herefordshire III 
English Bridge 
Standby Leave 
Hampshire 
Herefordshire III 
Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


18/04/1961 


01/04/1971 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


Name 


Robinson S.A 


Robinson T 


Robinson W 


Robson B 


Robson R.T 


Robson R.W 


Roche T 


Roche T.G 


Rodger A 


Rank 
2nd Eng Officer 


Radio Officer 


Purser 


Radio Officer 


Ext 8th Eng Officer 


7th Eng Officer 


3rd Eng Officer 


Dept2 (Engine) 


2nd Steward 


Surgeon 


Surgeon 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Ship 
Hampshire 
Standby Leave 
Staffordshire IV 
Standby Leave 


Dart Atlantic 
Berkshire 
Standby Leave 
Berkshire 
Standby Leave 


Devonshire | 


Herefordshire II 


SS Leicestershire 
SS Leicestershire 
Standby Leave 


Wiltshire 
Wiltshire 


Worcestershire II 


SS Warwickshire 


SS Warwickshire 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


10/09/1976 
30/04/1979 
26/03/1980 
21/05/1981 
21/10/1981 


14/10/1961 


01/05/1966 


01/06/1956 
01/11/1956 
01/05/1957 


01/08/1971 
29/04/1972 


18/04/1961 


14/10/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Rodger R 


Rodgers D 


Rodgers G 


Rodick J.E 


Rodrigues M 


Roffe V 


Rogan J.A 


Rogan J.L 


Rogan T.W 


Rogers D 


Rank 


Radio Officer 


Electrical Officer 


Engineer Cadet 


Chief Steward 
Dept5 (Victualling) 
Purser 


C.P.O 


Deck Cadet 


Purser 


Electrical Officer 


6th Eng Officer 


Electrical Officer 


Ship 


SS Oxfordshire 


Dart America 
Standby Leave 


Liverpool Bridge 


Cheshire II 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Leicestershire 
SS Leicestershire 


Wiltshire 


Shropshire 
Shropshire 


Standby Leave 
Standby Leave 
Berkshire 
Cheshire IV 


Standby Leave 


Shropshire 


Derbyshire III 
Oxfordshire 
Wiltshire 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/05/1962 


19/09/1975 
10/09/1976 


23/02/1977 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/09/1974 


14/10/1961 
01/05/1962 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


19/02/1974 


14/10/1961 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
23/02/1977 
27/09/1978 


Name 


Rogers D 


Rogers G 


Rogers G.R 


Rogers J.L 


Rogers P 


Rogers P.H 


Rogers P.S 


Rank 


Electrical Officer 


Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


4th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


3rd Eng Officer 
Dept2 (Engine) 


Ship 

Dart Atlantic 
Dart Atlantic 
Dart Atlantic 
Yorkshire IV 
Standby Leave 
Devonshire II 
Standby Leave 
Lincolnshire 


Studying 
Studying 
Studying 
Lancashire IV 
Studying 
Cambridgeshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 


Studying 


Toronto City 


Standby Leave 
Coventry City 


Derbyshire III 
Standby Leave 
Shropshire 
Standby Leave 
Studying 
Toronto City 
Standby Leave 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


18/09/1974 


01/12/1968 


07/10/1973 
19/02/1974 


20/05/1967 
21/11/1967 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Rogers R 


Rolling W.J 


Roocroft G 


Rook W.H 


Rook W.S 


Rooks B 


Roorcroft G 


Rank 


Electrical Officer 


Carpenter 


2nd Steward 


Dept5 (Victualling) 
2nd Steward 


Dept2 (Engine) 
Dept5 (Victualling) 


Snr 3rd Officer 


Jnr 3rd Officer 


6th Eng Officer 
Dept2 (Engine) 
6th Eng Officer 
Dept2 (Engine) 
5th Eng Officer 


Dept5 (Victualling) 
2nd Steward 


Ship 


Dart America 


Derbyshire III 
Herefordshire III 
Lancashire IV 
Lancashire IV 
Herefordshire III 
Liverpool Bridge 
Lancashire IV 
Lancashire IV 


Cheshire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Leicestershire 
Standby Leave 
Staffordshire Ill 
Staffordshire Ill 
Staffordshire II 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


SS Leicestershire 


Worcestershire II 


Yorkshire III 
Standby Leave 
Worcestershire III 
Standby Leave 
Wiltshire 


Standby Leave 
SS Leicestershire 


Date 


16/02/1976 


29/04/1972 
01/10/1972 
01/03/1975 
16/02/1976 
23/02/1977 
13/10/1977 
30/04/1979 
26/03/1980 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 


01/03/1960 


01/09/1959 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


01/05/1958 
01/09/1959 


Name 


Roorcroft G 


Rose J 


Rose J.(l) 


Rose J.(p) 


Rosie G.P 


Ross C.E 


Rotherham A.C 


Rank 
Dept5 (Victualling) 


Purser 


Electrical Officer 


Purser 


3rd Officer 


Dept2 (Engine) 


Purser 


Ship 


Standby Leave 


Berkshire 

Oxfordshire 
Cheshire IV 
Cheshire IV 


Berkshire 


Wiltshire 
Wiltshire 
Berkshire 
Berkshire 
Oxfordshire 
Standby Leave 
Cheshire IV 
Oxfordshire 
Standby Leave 
Oxfordshire 
Standby Leave 
Oxfordshire 
Berkshire 


Ocean Bridge 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Date 
01/10/1966 


01/07/1970 
01/08/1971 
01/10/1972 
07/10/1973 


29/04/1972 


30/06/1969 
25/12/1969 
01/04/1971 
29/04/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


16/02/1976 


01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Rotherham A.C 


Rotherham S 


Rothwell M.W 


Rouf 


Rouf A 


Rousseau P 


Routledge J.D 


Rank 


Purser 


Storekeeper 


Dept5 (Victualling) 


Storekeeper 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Storekeeper 


C.P.O 


Jnr 3rd Officer 


Dept1 (Deck) 
Snr 3rd Officer 
2nd Officer 


Ship 
Derbyshire II 


Derbyshire II 
Derbyshire II 


SS Leicestershire 
SS Leicestershire 
Derbyshire II 
Derbyshire II 

SS Warwickshire 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Standby Leave 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Staffordshire III 
Staffordshire III 
Atlantic Bridge 


Gloucestershire 
Shropshire 
Shropshire 
Herefordshire III 
Herefordshire III 
Cambridgeshire 


Trinidad & Tobago 


SS Leicestershire 
SS Leicestershire 
Studying 

Worcestershire II 
Worcestershire II 


Date 


18/04/1961 
14/10/1961 
01/05/1962 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


22/06/1968 
01/12/1968 
30/06/1969 


30/06/1969 
01/08/1971 
29/04/1972 
30/04/1979 
26/09/1979 
26/03/1980 


13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


Name 


Routledge J.D 


Rank 


2nd Officer 
Snr 3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


2nd Officer 

Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Chief Officer 
Ext Chief Officer 
Dept1 (Deck) 


Chief Officer 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Ship 
Worcestershire II 
Derbyshire II 

SS Warwickshire 
Studying 
Shropshire 
Studying 
Standby Leave 
SS Warwickshire 
Gloucestershire 
Standby Leave 
Gloucestershire 
Gloucestershire 
Yorkshire III 
Standby Leave 
Derbyshire III 
Pacific Bridge 
Standby Leave 
Standby Leave 
Staffordshire III 
Shropshire 
Shropshire 
Shropshire 
Coventry City 
Montreal City 
Standby Leave 
Standby Leave 
Standby Leave 
Toronto City 
Berkshire 
Worcestershire III 
Berkshire 
Canadian Bridge 
Atlantic Bridge 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 


Date 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Rowan A.J 


Rowan D 


Rowe A 


Rowe A.J 


Rowe H.D 


Rowe J.D 


Rowell M.J 


Rowland S.W 


Rank 
10th Eng Officer 


Jnr 2nd Elect Officer 


Inter 2nd Elect Officer 


Snr 2nd Elect Officer 


Carpenter 
Chief Eng Officer 


Carpenter 


Dept2 (Engine) 


6th Eng Officer 


5th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Cook 


Dept2 (Engine) 


Engineer Cadet 


Ship 
SS Oxfordshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 


Worcestershire II 
Standby Leave 
Lincolnshire 
Lincolnshire 
Lancashire IV 
Standby Leave 
Herefordshire III 
Herefordshire III 


Worcestershire II 
Herefordshire II 


Standby Leave 


Cheshire III 
Yorkshire III 
Yorkshire III 
Standby Leave 
Herefordshire II 
Standby Leave 
Staffordshire III 
Standby Leave 
Shropshire 


Australian Bridge 


Studying 
Studying 
Studying 
Gloucestershire 
Gloucestershire 


Date 


18/04/1961 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/09/1959 
23/02/1977 
13/10/1977 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/03/1960 
01/10/1960 


10/05/1965 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
15/11/1965 
01/05/1966 
01/10/1966 


16/02/1976 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Rowland S.W 


Rowlands D.K 


Rowley J.F 


Rowse D.F 


Roy M 


Roy M.R 


Roy S.B 


Roy S.N 


Roy S.R 


Ruddy F.J 


Rank 


Engineer Cadet 
4th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Carpenter 


Purser 


Engineer Cadet 


Serang (Engine) 


P.O. 


Serang (Deck) 


Serang (Engine) 


Serang (Deck) 


Purser 
Chief Steward 
Purser 


Ship 
Staffordshire III 
Toronto City 
Standby Leave 
Worcestershire III 


SS Warwickshire 
SS Warwickshire 


Wiltshire 


Studying 
Lincolnshire 
Studying 
Dorsetshire 
Studying 


Derbyshire III 
Warwickshire 
Warwickshire 


Dorsetshire 


Derbyshire III 

Lancashire IV 
Lancashire IV 
Atlantic Bridge 


Shropshire 
Shropshire 


Herefordshire III 
Herefordshire III 


Australian Bridge 
Studying 
Standby Leave 


Date 


01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 


01/06/1956 
01/11/1956 


01/03/1975 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


18/09/1974 
10/09/1976 
23/02/1977 


30/04/1979 


18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 


01/08/1971 
29/04/1972 


19/09/1975 
16/02/1976 


19/09/1975 
16/02/1976 
10/09/1976 


Name 


Rudkin K 


Ruffle F.T 


Rule W 


Rule W.J 


Rush M 


Rushton D.A 


Rushton M.D 


Russell R.H 


Rank 


Ext 12th Eng Officer 
12th Eng Officer 

9th Eng Officer 

6th Eng Officer 


Dept2 (Engine) 


4th Eng Officer 
3rd Eng Officer 


Butcher 


Butcher 


Jnr Eng Officer 


Engineer Cadet 


Cook 


Deck Cadet 


Uncert Officer 


Ship 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 
Studying 


Standby Leave 
Standby Leave 
Dart Atlantic 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 


Devonshire | 
Devonshire | 

SS Oxfordshire 
SS Oxfordshire 
Devonshire | 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 


Australian Bridge 


Studying 
Studying 
Studying 


Lincolnshire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Herefordshire II 


Date 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


13/10/1977 
15/03/1978 
27/09/1978 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


19/02/1974 


30/04/1979 
26/09/1979 
26/03/1980 


19/09/1975 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


Name 


Ruston J.F 


Ruth H.J 


Rutherford K 


Rutter M.R 


Ryan A 


Ryan P 


Ryan R 


Ryan W.D 


Sacevskis J 


Saddler A.J 


Sadler A 


Sadler A.J 


Rank 


Jnr Eng Officer 


11th Eng Officer 
7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 


Jnr Eng Officer 
5th Eng Officer 


Chief Officer 


Electrical Officer 


Deck Cadet 


Bosun 


Surgeon 


Pumpman 


5th Eng Officer 


Carpenter 


Ext 4th Eng Officer 


Ship 


Atlantic Bridge 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Worcestershire II 
Atlantic Bridge 


Standby Leave 
Standby Leave 
Cheshire IV 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Staffordshire Ill 


Yorkshire III 
Yorkshire III 
Gloucestershire 


Dart Atlantic 
Dart Atlantic 


Worcestershire II 


Ocean Bridge 


Standby Leave 


Herefordshire III 


Dart Atlantic 


Date 


19/02/1974 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


07/10/1973 
19/02/1974 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/10/1966 


01/03/1963 
01/03/1964 
14/10/1964 


15/03/1978 
27/09/1978 


01/03/1960 


01/07/1970 


01/04/1973 


26/03/1980 


07/10/1973 


Name 


Sadler A.J 


Saha A.K 


Saha D.C 


Saha M 


Saha M.S 


Sai Ho 


Salt S.D 


Salters |.R 


Salusbury D.V 


Samad A 


Rank 
3rd Eng Officer 


2nd Eng Officer 


Serang (Engine) 


Serang (Deck) 


Storekeeper 


C.P.O 


C.PO 


Engineer Cadet 


Jnr Eng Officer 


6th Eng Officer 


Jnr Eng Officer 


Serang (Deck) 


Ship 


Atlantic Bridge 
Studying 


Ocean Bridge 
Derbyshire III 


Atlantic Bridge 


Mersey Bridge 
Mersey Bridge 


Herefordshire III 
Herefordshire III 


Cheshire IV 


Studying 
Studying 
Studying 
Studying 
Lancashire IV 
Devonshire II 
Studying 
Studying 
Lincolnshire 
Devonshire II 


Lancashire III 
Lancashire III 


Standby Leave 
Lancashire IV 
Herefordshire III 


Atlantic Bridge 
Atlantic Bridge 


Date 


19/02/1974 
18/09/1974 


01/07/1970 
19/09/1975 


01/04/1971 


23/02/1977 
13/10/1977 


21/05/1981 
21/10/1981 


18/09/1980 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1966 
01/10/1966 


30/04/1979 
26/09/1979 
26/03/1980 


30/06/1969 
25/12/1969 


Name 


Samajpati A.K 


Sanders N.C 


Sanderson D.J 


Sanderson J.E 


Sandiford W.E 


Sandir W.E 


Sandison J 


Sang P.W 


Sangster W 


Sardar B 


Sardar B.B 


Saunders N.E 


Rank 


Serang (Engine) 


2nd Radio Officer 
Radio Officer 


Dept2 (Engine) 


5th Eng Officer 


Dept2 (Engine) 
8th Eng Officer 


9th Eng Officer 


Radio Officer 


Carpenter 


2nd Radio Officer 


Radio Officer 


Cook 


Cook 


Deck Cadet 


Ship 


Lancashire IV 
Lancashire IV 


Worcestershire II 
Standby Leave 


Standby Leave 


Derbyshire III 


Standby Leave 
Derbyshire II 


Staffordshire II 


Atlantic Bridge 
Wiltshire 


Cheshire IV 


Coventry City 
Standby Leave 
Wiltshire 


Gloucestershire 
Derbyshire III 
Pacific Bridge 
Warwickshire 


Pacific Bridge 


Gloucestershire 
Gloucestershire 
Derbyshire III 
Derbyshire III 
Staffordshire III 


Date 


19/09/1975 
16/02/1976 


07/10/1973 
19/02/1974 


30/06/1969 


01/12/1968 


01/11/1956 
01/11/1956 


01/06/1956 


19/02/1974 
18/09/1974 


27/09/1978 


01/07/1970 
01/04/1971 
01/10/1972 


25/12/1969 
01/04/1971 
01/10/1972 
13/10/1977 


29/04/1972 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 


Name 


Saunders P 


Savage K 


Rank 


Chief Officer 


Dept1 (Deck) 


Chief Officer 
Dept1 (Deck) 
Chief Officer 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Ext 5th Eng Officer 


4th Eng Officer 


Ship 


SS Leicestershire 
SS Leicestershire 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire | 
Standby Leave 
Derbyshire II 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Standby Leave 
Worcestershire III 
Yorkshire III 
Shropshire 
Yorkshire III 
Standby Leave 
Derbyshire III 
Standby Leave 
Derbyshire III 
Coventry City 
Coventry City 
Toronto City 
Herefordshire III 
Standby Leave 
Oxfordshire 
Standby Leave 
Oxfordshire 
Standby Leave 
Cheshire IV 
Standby Leave 
Berkshire 

Mersey Bridge 


Pacific Bridge 
Standby Leave 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


19/02/1974 
18/09/1974 


Name 


Savage K 


Savwva A 


Sayle R 


Scales H 


Scarfe-Cody M 


Scarffe-Cody M 


Schamis H 


Schamis M 


Schneiter W.A 


Schofield A 


Rank 
4th Eng Officer 


2nd Steward 


2nd Steward 


Cook 


2nd Steward 


2nd Steward 


Purser 


Carpenter 


Carpenter 


3rd Officer 


Chief Officer 
2nd Officer 


Deck Cadet 


Ship 


Standby Leave 
Standby Leave 


Westminster Bridge 


Toronto City 


Wiltshire 
Staffordshire IV 


Coventry City 
Wiltshire 
Coventry City 


Coventry City 
Coventry City 
Toronto City 
Toronto City 
Derbyshire III 


Shropshire 


Yorkshire III 


Shropshire 
Shropshire 
Studying 
Toronto City 
Ocean Bridge 


Lancashire IV 
Lancashire IV 
Cambridgeshire 
Studying 
Cheshire IV 
Standby Leave 
Studying 
Studying 


Date 


01/03/1975 
19/09/1975 


01/07/1970 


01/10/1972 


26/03/1980 
18/09/1980 


30/06/1969 
25/12/1969 
01/04/1971 


01/12/1968 
01/07/1970 
01/08/1971 
29/04/1972 
19/02/1974 


01/12/1968 


22/06/1968 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Schofield A 


Schofield G.H 


Schofield R.T 


Schult A 


Schultz A 


Scorgie J 


Scott A 


Scott B 


Scott H.A 


Rank 
3rd Officer 


Storekeeper 


G.P:0 


Electrical Officer 


Dept3 (Electrical) 
2nd Elect Officer 
Dept3 (Electrical) 
Electrical Officer 


Radio Officer 


Dept2 (Engine) 
6th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 


5th Eng Officer 


Deck Cadet 


Dept1 (Deck) 
Snr 3rd Officer 


Ship 

Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 


Australian Bridge 
Hampshire 


Lincolnshire 
Canadian Bridge 


SS Leicestershire 
Yorkshire III 


Standby Leave 
Cheshire III 
Standby Leave 
Yorkshire III 


Herefordshire II 
Lancashire IV 
Lincolnshire 


Standby Leave 
SS Leicestershire 
SS Leicestershire 
Studying 
Devonshire | 


Gloucestershire 


SS Oxfordshire 
SS Oxfordshire 
Shropshire 
Shropshire 
Cheshire III 
Studying 
Shropshire 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


23/02/1977 
13/10/1977 


10/09/1976 
13/10/1977 


01/10/1960 
14/10/1961 


01/09/1959 
01/03/1960 
18/04/1961 
01/05/1962 


01/10/1966 
20/05/1967 
01/04/1973 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1966 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Scott H.A 


Scott M.F 


Scott R 


Scott R.S 


Scovell D 


Scovell D.K 


Scregg R 


Scrimgour P 


Rank 


Snr 3rd Officer 
3rd Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Chief Officer 


6th Eng Officer 


Dept2 (Engine) 
6th Eng Officer 
5th Eng Officer 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


7th Eng Officer 
Jnr Eng Officer 


2nd Elect Officer 


2nd Elect Officer 


Electrical Officer 


3rd Eng Officer 


3rd Officer 


Ship 

Cheshire III 
Staffordshire III 
Herefordshire II 
Yorkshire III 
Standby Leave 
Shropshire 
Warwickshire 
Standby Leave 
Herefordshire III 
Studying 
Studying 
Derbyshire III 
Toronto City 
Toronto City 


Shropshire 


Standby Leave 
Derbyshire II 

Yorkshire III 

Staffordshire III 
Standby Leave 
Gloucestershire 
Staffordshire Ill 
Gloucestershire 


Ocean Bridge 
Standby Leave 


Cheshire III 


Cheshire III 
Yorkshire III 
Yorkshire III 
Herefordshire II 


Staffordshire II 


Lancashire IV 


Date 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
01/10/1972 
01/04/1973 


25/12/1969 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/07/1970 
01/04/1971 


18/04/1961 


01/10/1960 
14/10/1961 
01/05/1962 
01/05/1966 


01/06/1956 


01/04/1973 


Name 


Scrimgour P 


Scriven W.A 


Seagrave J.G 


Seagrove J.G 


Seal G 


Seddon A.J 


Seddon W.J 


Rank 


Dept1 (Deck) 
3rd Officer 
Chief Officer 


2nd Officer 


Cook 


5th Eng Officer 


Dept2 (Engine) 


Serang (Engine) 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


5th Eng Officer 
Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 


Ship 

Standby Leave 
Pacific Bridge 
Studying 
Studying 
Standby Leave 
Hampshire 
Australian Bridge 
Wiltshire 
Standby Leave 
Standby Leave 
Cambridgeshire 


Devonshire II 
Staffordshire IV 


Westminster Bridge 


Standby Leave 


Arya Bod 
Warwickshire 


Studying 
Studying 
Studying 
Studying 
Worcestershire III 
Warwickshire 
Studying 
Studying 
Lancashire IV 
Mersey Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Studying 
Standby Leave 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


06/04/1982 
27/09/1982 


25/12/1969 


30/06/1969 


18/09/1974 
01/03/1975 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/03/1963 
01/03/1963 


Name 


Sedgwick M 


Seel R.V 


Sefford P.W 


Sefton A.K 


Selani G 


Selby C.G 


Sen H 


Sen M.D 


Rank 
Cook 


5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


3rd Officer 


Jnr Eng Officer 


4th Eng Officer 


Storekeeper 


Jnr Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


Serang (Engine) 


Serang (Engine) 


Ship 


Lincolnshire 
Hampshire 


Oxfordshire 
Worcestershire III 
Oxfordshire 
Cheshire IV 
Lincolnshire 
Cheshire IV 

Laid Up 


Pacific Bridge 


Dorsetshire 
Standby Leave 
Dart Atlantic 
Standby Leave 


Yorkshire III 


Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Worcestershire III 
Oxfordshire 
Studying 
Liverpool Bridge 
Cheshire IV 
Lancashire IV 
Dorsetshire 


Atlantic Bridge 
Atlantic Bridge 


Atlantic Bridge 


Date 


27/09/1982 
22/04/1983 


19/02/1974 
18/09/1974 
19/09/1975 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


20/05/1967 


15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/07/1970 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/03/1975 
19/09/1975 


01/04/1971 


Name 


Sen N.K 


SenS 


Sen S.C 


Sephton N 


Set A 


Seville K.G 


Rank 
C.P.O 


Serang (Engine) 


P.O. 


Carpenter 


Deck Cadet 


3rd Officer 
1st Officer 
3rd Officer 
2nd Officer 


Captain 
2nd Officer 


2nd Elect Officer 


Ship 


Lancashire IV 
Lancashire IV 


Lancashire IV 
Lancashire IV 


Herefordshire III 


Cheshire II 
Cheshire II 


Herefordshire II 
Herefordshire III 
Herefordshire II 
Shropshire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Studying 
Oxfordshire 
Shropshire 
Shropshire 
Warwickshire 
Herefordshire III 
Studying 
Cheshire IV 
Derbyshire III 
Standby Leave 
Standby Leave 
Berkshire 
Cheshire IV 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Lancashire IV 
Herefordshire III 
Standby Leave 


SS Leicestershire 


Date 


26/03/1980 
18/09/1980 


10/09/1976 
23/02/1977 


27/09/1978 


01/06/1956 
01/11/1956 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/11/1956 


Name 


Seville K.G 


Seymour G.F 


Shackleton J.H 


Rank 
2nd Elect Officer 


5th Eng Officer 


4th Eng Officer 


Ext 4th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Ship 


SS Leicestershire 


Shropshire 
Shropshire 


Westminster Bridge 


Coventry City 


Westminster Bridge 


Pacific Bridge 
Coventry City 
Coventry City 


Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 
Herefordshire III 
Herefordshire II 
Herefordshire II 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Standby Leave 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Coventry City 
Warwickshire 
Toronto City 


Date 
01/05/1957 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/04/1973 
07/10/1973 


Name 


Shackleton S 


Shakleton J.H 


Shannon G.F 


Sharma L.N 


Sharma S.K.D 


Sharman G.J 


Sharpe A 


Shaw A 


Shaw J.H 


Shaw K 


Shaw K.J 


Rank 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Ext 3rd Officer 


Dept2 (Engine) 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Serang (Deck) 


C.P.O 


Jnr Eng Officer 


Electrical Officer 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 


Jnr 3rd Officer 


Jnr 3rd Officer 


Ship 

Arya Bod 
Standby Leave 
Standby Leave 
Cheshire IV 
Studying 
Standby Leave 
Ocean Bridge 
Ocean Bridge 


Standby Leave 


Standby Leave 
Herefordshire II 
Herefordshire II 
Cheshire III 


Ocean Bridge 


Lancashire IV 


Standby Leave 
Standby Leave 


Wiltshire 


Shropshire 
Shropshire 
Shropshire 


Staffordshire III 
Herefordshire II 
Herefordshire III 


SS Warwickshire 


SS Warwickshire 
SS Warwickshire 


Date 


07/10/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


01/10/1972 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/07/1970 


06/04/1982 


13/10/1977 
15/03/1978 


01/08/1971 


01/03/1960 
01/10/1960 
18/04/1961 


14/10/1964 
10/05/1965 
15/11/1965 


01/05/1958 


01/05/1957 
01/11/1957 


Name 


Shaw K.J 


Shaw P.H 


Shaw P.J 


Shaw R.H 


Shearer W.E 


Shears J.D 


Shefford P.W 


Rank 


Dept1 (Deck) 
Snr 3rd Officer 


Electrical Officer 


Senior Elect Officer 
Electrical Officer 


Deck Cadet 


3rd Officer 


Electrical Officer 


7th Eng Officer 


Chief Eng Officer 


Dept1 (Deck) 


2nd Officer 


Ship 

Studying 
Worcestershire II 
Devonshire | 
Shropshire 


Dart America 
Dart Atlantic 
Toronto City 
Lincolnshire 
Dart Atlantic 
Lincolnshire 
Cheshire IV 
Warwickshire 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Herefordshire III 
Dorsetshire 
Studying 
Studying 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 


Standby Leave 


Shropshire 


Staffordshire Ill 


Standby Leave 
Standby Leave 
Wiltshire 
Worcestershire III 


Date 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


15/03/1978 


01/10/1960 


30/06/1969 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Sheldon R.J 


Sheldrake L.H 


Shelton S 


Sheppard R.L 


Rank 
Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 

Ext 3rd Officer 
2nd Officer 

3rd Officer 


Chief Officer 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 


Captain 


Jnr Eng Officer 


8th Eng Officer 


Ship 

Cheshire IV 
Worcestershire II 
Studying 

Arya Bod 
Herefordshire III 
Studying 
Australian Bridge 
Studying 
Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Devonshire | 
Staffordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
SS Leicestershire 
Derbyshire II 
Shropshire 
Shropshire 
Cheshire III 
Cheshire III 
Lancashire IV 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Herefordshire III 
Standby Leave 
Standby Leave 
Gloucestershire 
Staffordshire III 
Staffordshire III 


Dart America 
Cambridgeshire 


Cheshire II 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


15/03/1978 
27/09/1978 


01/06/1956 


Name 


Sherburn J.D.A 


Sherman J.F 


Sherratt M.H 


Shillito J 


Shimmin J.A 


Shing L.P 


Shing L.S 


Shing T.S 


Shing Y.F 


Shoard | 


Short K 


Shotter P.J 


Shui W.M 


Rank 


Deck Cadet 


5th Eng Officer 


Jnr Eng Officer 


2nd Officer 


7th Eng Officer 
6th Eng Officer 


5th Eng Officer 


Leading Steward 


Storekeeper 


Cook 


Cook 


Deck Cadet 


Electrical Officer 
Senior Elect Officer 


Dept2 (Engine) 


Ship 


Oxfordshire 


Staffordshire Ill 


Westminster Bridge 


Standby Leave 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Oxfordshire 
Oxfordshire 
Cheshire IV 
Cheshire IV 
Cheshire IV 
Berkshire 


Yorkshire IV 
Yorkshire IV 


Oxfordshire 


Oxfordshire 
Oxfordshire 


Standby Leave 


Lancashire IV 
Devonshire II 


Standby Leave 


Date 


23/02/1977 


14/10/1964 


01/10/1972 


01/04/1973 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
27/09/1978 
26/09/1979 


10/09/1976 
23/02/1977 


10/09/1976 


01/08/1971 
29/04/1972 


13/10/1977 


19/09/1975 
16/02/1976 


01/11/1958 


Name 


Shuttleton T 


Shwe B 


Shwe M.T 


Sillars R.M 


Sillito G 


Rank 


12th Eng Officer 
7th Eng Officer 


Bosun 


9th Eng Officer 
7th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Cargo Engineer 
3rd Eng Officer 


Jnr Eng Officer 


Ship 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 


Gloucestershire 


Derbyshire II 
Derbyshire II 
Standby Leave 
Derbyshire II 
Studying 


Studying 
Studying 
Studying 
Berkshire 
Australian Bridge 
Studying 
Studying 
Hampshire 
Lincolnshire 
Atlantic Bridge 
Hampshire 
Dorsetshire 
Dorsetshire 
Silver Bridge 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Cambridgeshire 
Standby Leave 


Date 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/04/1971 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/04/1979 
26/09/1979 


Name 


Sillito G 


Simpson A.J 


Simpson A.N 


Simpson A.N.L 


Simpson B 


Simpson G.J 


Rank 


Jnr Eng Officer 


4th Eng Officer 


Jnr Eng Officer 


Deck Cadet 


Deck Cadet 
Dept1 (Deck) 


Snr 3rd Officer 


6th Eng Officer 


Radio Officer 


Ship 
Lancashire IV 
Hampshire 
Yorkshire IV 
Studying 
Studying 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Worcestershire III 


SS Oxfordshire 
Herefordshire II 
Herefordshire II 
SS Oxfordshire 


SS Warwickshire 
Studying 
Standby Leave 
SS Warwickshire 


Gloucestershire 


Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Standby Leave 
Wiltshire 
Yorkshire IV 
Yorkshire IV 
Yorkshire IV 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/02/1974 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 


01/05/1957 
01/03/1960 
01/10/1960 
18/04/1961 


20/05/1967 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Simpson G.J 


Simpson J 


Simpson J.G 


Simpson J.W 


Simpson N 


Simpson R 


Simpson R.J 


Simpson T 


Simpson W 


Simpson W.M 


Rank 
Radio Officer 


Electrical Officer 


Electrical Officer 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


Cook 


Dept2 (Engine) 


Cook 


2nd Steward 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
5th Eng Officer 


Bosun 


Ship 
Staffordshire IV 


Standby Leave 


Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 


Cheshire III 
Worcestershire II 
Worcestershire II 
Standby Leave 
Cheshire III 
Cheshire III 


Dart Atlantic 


Standby Leave 


Australian Bridge 


Westminster Bridge 


Studying 
Studying 
Studying 
Standby Leave 
Warwickshire 
Studying 
Montreal City 
Ocean Bridge 


Westminster Bridge 


Date 
13/04/1984 


16/02/1976 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


23/02/1977 


20/05/1967 


01/03/1975 


01/08/1971 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


01/12/1968 


Name 


Sinclair | 


Sinclair |.A 


Sinclair I.R 


Sinclair J 


Sinclair W.A 


Siney B.J 


Siney B.P 


Sing D 


Sing P.N 


Singh D 


Rank 
3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


Baker 


Dept5 (Victualling) 


Baker 


Dept5 (Victualling) 
Baker 


Jnr Eng Officer 


7th Eng Officer 


Dept2 (Engine) 


Cook 

2nd Officer 
Cook 

P.O. 

Chief Officer 


Cook 


Cook 


Ship 


Derbyshire II 


Studying 


Derbyshire II 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Standby Leave 
Standby Leave 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Derbyshire II 

SS Leicestershire 
SS Warwickshire 


Standby Leave 


Pacific Bridge 


Standby Leave 


Warwickshire 
Standby Leave 
Warwickshire 
Dorsetshire 
Staffordshire IV 


Warwickshire 


Derbyshire III 
Worcestershire III 


Date 
01/05/1957 


01/05/1958 


01/11/1957 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/04/1973 


21/11/1967 


22/06/1968 


10/09/1976 
10/09/1976 
23/02/1977 
27/09/1978 
21/10/1981 


25/12/1969 


01/07/1970 
01/04/1971 


Name 


Singh D 


Singh G 


Singh J 


Singh P 


Singh P.N 


Singh T.S 


Singleton G.H 


Rank 


Cook 
2nd Officer 


1st Officer 


Ext Chief Officer 
Chief Officer 


Serang (Deck) 


Serang (Deck) 


Cook 


Cook 


Cook 


Cook 


Deck Cadet 


Ship 
Herefordshire III 
Herefordshire III 
Worcestershire III 
Standby Leave 
Lincolnshire 
Oxfordshire 
Liverpool Bridge 
Cheshire IV 
Lincolnshire 
Devonshire II 
Wiltshire 
Standby Leave 
Lincolnshire 


Atlantic Bridge 
Atlantic Bridge 


Lancashire IV 
Derbyshire III 


Lancashire IV 
Lancashire IV 


Yorkshire III 
Derbyshire III 
Herefordshire III 
Worcestershire III 
Cambridgeshire 
Dorsetshire 
Dorsetshire 
Dorsetshire 


Oxfordshire 


Standby Leave 
Lancashire IV 
Warwickshire 
Hampshire 
Standby Leave 


Date 


01/10/1972 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/03/1975 
19/09/1975 


25/12/1969 
29/04/1972 


13/10/1977 
15/03/1978 


01/07/1970 
01/08/1971 
01/03/1975 
16/02/1976 
27/09/1978 
26/03/1980 
18/09/1980 
06/04/1982 


01/10/1972 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Singleton G.H 


Sinnott J.F 


Sit L 


Siu Y.M 


Sk T 


Skitt G 


Slade C.J 


Slade E.J 


Sladovich B 


Rank 
Deck Cadet 


3rd Eng Officer 


2nd Officer 


C.P.O 


Leading Steward 


Serang (Deck) 


Dept2 (Engine) 


Deck Cadet 


3rd Officer 


2nd Officer 


Deck Cadet 


Deck Cadet 


Ship 
Lincolnshire 


Dorsetshire 
Devonshire II 


Yorkshire III 


Yorkshire IV 
Yorkshire IV 


Oxfordshire 


Shropshire 
Shropshire 
Atlantic Bridge 


Standby Leave 


Derbyshire III 
Hampshire 
Lancashire IV 
Studying 
Devonshire II 
Warwickshire 
Warwickshire 
Lancashire IV 
Berkshire 
Berkshire 
Lancashire IV 
Standby Leave 
Standby Leave 


Studying 


Standby Leave 
Lancashire IV 
Standby Leave 
Studying 
Lincolnshire 


Date 


26/03/1980 
18/09/1980 
21/05/1981 


14/10/1964 


21/10/1983 
13/04/1984 


13/10/1977 


01/07/1970 
01/04/1971 
16/02/1976 


14/10/1961 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


23/02/1977 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


Name 


Sladovich B 


Slater J.A 


Slater M 


Sloan J 


Slocombe R.T 


Rank 


3rd Officer 
Deck Cadet 


Deck Cadet 


2nd Officer 
3rd Eng Officer 
2nd Officer 


4th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 
Cargo Engineer 


2nd Officer 


Jnr Eng Officer 


Ship 


Lancashire IV 
Standby Leave 


Derbyshire III 
Worcestershire III 
Studying 
Oxfordshire 
Derbyshire III 
Studying 
Lancashire IV 
Worcestershire III 
Berkshire 


Berkshire 
Herefordshire III 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Ocean Bridge 
Derbyshire III 
Lincolnshire 
Lincolnshire 
Devonshire II 
Hampshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Standby Leave 
Standby Leave 
Wiltshire 
Lincolnshire 


Yorkshire III 
Yorkshire III 


Herefordshire III 
Ocean Bridge 


Date 


15/03/1978 
30/04/1979 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1960 
18/04/1961 


01/04/1973 
07/10/1973 


Name 


Slocombe R.T 


Smallwood H.D 


Smallwood J 


Smallwood J.A 


Smallwood M 


Smallwood M.L 


Smallwood M.R 


Smart L 


Smart L.D 


S-McRae M 


Smith A 


Smith A.G 


Rank 


Jnr Eng Officer 
5th Eng Officer 


6th Eng Officer 


7th Eng Officer 


Dept2 (Engine) 


4th Eng Officer 


3rd Eng Officer 


6th Eng Officer 


Ext 6th Eng Officer 


6th Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


3rd Eng Officer 


Snr 3rd Officer 


Dept1 (Deck) 


2nd Eng Officer 


Dept2 (Engine) 


Deck Cadet 


Ship 


Standby Leave 
Standby Leave 


Worcestershire II 


Worcestershire II 


Standby Leave 


Derbyshire II 
Derbyshire II 
Derbyshire II 


Worcestershire II 
Devonshire | 
Devonshire | 
Studying 
Standby Leave 
Standby Leave 
Studying 
Derbyshire II 


Yorkshire III 


Worcestershire II 


Standby Leave 


Studying 


Standby Leave 


Ocean Bridge 
Cheshire IV 
Studying 
Standby Leave 
Herefordshire III 


Date 


19/02/1974 
18/09/1974 


01/06/1956 


01/10/1960 


01/03/1960 


01/05/1958 
01/11/1958 
01/10/1960 


01/11/1956 
01/05/1957 
01/11/1957 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 
01/03/1963 


14/10/1961 


18/04/1961 


14/10/1961 


19/02/1974 


10/05/1965 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Smith A.G 


Smith A.R 


Smith B.J.C 


Smith C 


Smith D.E 


Smith D.J 


Smith D.S 


Rank 


Deck Cadet 
3rd Officer 


Storekeeper 


Cargo Engineer 


Cook 


3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 
Ext 2nd Officer 


Deck Cadet 


Radio Officer 


Jnr Eng Officer 


5th Eng Officer 


2nd Eng Officer 
5th Eng Officer 


Ship 

Laid Up 
Northamptonshire 
Cheshire IV 
Standby Leave 
Lincolnshire 
Standby Leave 
Devonshire II 
Studying 
Standby Leave 
Standby Leave 
Hampshire 


Hampshire 


Standby Leave 


Standby Leave 


Coventry City 
Halifax City 
Standby Leave 
Cheshire IV 
Studying 

Dart America 


Studying 
Derbyshire III 
Standby Leave 
Shropshire 
Standby Leave 
Cheshire IV 


Worcestershire III 
Toronto City 
Wiltshire 
Herefordshire III 
Standby Leave 
Studying 
Standby Leave 


Date 


27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/03/1978 


15/03/1978 


21/10/1983 


01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
26/03/1980 
18/09/1980 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Smith D.S 


Smith E 


Smith E.P 


Smith F.K 


Smith G 


Smith |.D 


Smith I.F 


Smith J.A 


Smith J.E 


Smith J.M 


Rank 
5th Eng Officer 


Dept5 (Victualling) 
Butcher 


Butcher 


5th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Snr 3rd Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


2nd Steward 


Ext 4th Eng Officer 


Dept2 (Engine) 
6th Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Ship 
Standby Leave 


Standby Leave 
Standby Leave 


Standby Leave 
Staffordshire II 


Cheshire II 
Cheshire II 
Staffordshire II 
Staffordshire II 


Westminster Bridge 


Standby Leave 
Herefordshire II 


Oxfordshire 


SS Warwickshire 
SS Warwickshire 
Studying 


Coventry City 


Devonshire | 


Standby Leave 
SS Leicestershire 
Herefordshire II 
Derbyshire III 
English Bridge 
Wiltshire 
Standby Leave 
Standby Leave 
Australian Bridge 
Atlantic Bridge 
Warwickshire 


Date 


10/09/1976 
23/02/1977 
13/10/1977 


01/05/1957 
01/11/1957 


01/06/1956 
01/11/1956 
01/05/1958 
01/11/1958 


29/04/1972 


01/10/1960 
18/04/1961 


01/03/1960 


01/11/1958 
01/09/1959 
01/10/1960 


25/12/1969 


18/04/1961 


01/11/1958 
01/03/1960 
01/10/1960 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Smith J.M 


Smith J.P 


Smith J.R 


Smith K.D 


Rank 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Purser 


Butcher 


Dept5 (Victualling) 


Butcher 
Dept5 (Victualling) 


Trainee Radio Officer 


Radio Officer 


Ship 

Atlantic Bridge 
Standby Leave 
Studying 
Berkshire 
Dorsetshire 
Yorkshire IV 
Berkshire 
Herefordshire III 
Cheshire IV 
Studying 
Studying 
Hampshire 
Cheshire IV 
Lincolnshire 
Standby Leave 
Standby Leave 


Dart America 
Standby Leave 
Dart Atlantic 


Worcestershire II 
Worcestershire II 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 

SS Oxfordshire 
Devonshire | 
Devonshire | 
Derbyshire II 
Standby Leave 
Standby Leave 
SS Leicestershire 
Standby Leave 


Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
01/04/1973 
07/10/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Smith K.D 


Smith K.S.T 


Smith M.D 


Rank 
Radio Officer 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


7th Eng Officer 
6th Eng Officer 
4th Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Chief Eng Officer 


Ship 
Dorsetshire 
Wiltshire 
Herefordshire III 
Lincolnshire 
Standby Leave 


Staffordshire III 
Standby Leave 
Staffordshire III 
Studying 


Cheshire III 
Cheshire III 
Cheshire III 
Lancashire IV 
Studying 
Studying 
Standby Leave 
Lancashire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Warwickshire 
Studying 
Warwickshire 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Wiltshire 
Wiltshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Hampshire 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


Name 


Smith M.D 


Smith N.P 


Smith O.H 


Smith P.E 


Smith P.F 


Smith R 


Smith R.E 


Smith R.J 


Smith S.T 


Smith W.J 


Rank 
Chief Eng Officer 


Dept2 (Engine) 


2nd Elect Officer 
Dept3 (Electrical) 


Electrical Officer 


2nd Officer 


Captain 


Cook 


3rd Officer 


8th Eng Officer 


Dept2 (Engine) 


Cook 


Ship 
Devonshire II 
Standby Leave 
Devonshire II 
Devonshire II 
Standby Leave 
Hampshire 
Standby Leave 
Safe Dominia 
Standby Leave 
Lincolnshire 


Standby Leave 


Staffordshire II 
Standby Leave 
Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 


Herefordshire III 


Studying 


Wiltshire 

English Bridge 
Canadian Bridge 
Devonshire II 
Australian Bridge 


Westminster Bridge 


Derbyshire II 


Standby Leave 


Westminster Bridge 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1966 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/10/1972 


01/04/1973 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


01/08/1971 


14/10/1961 


20/05/1967 


01/04/1971 


Name 


Smith-Jaynes K 


Snape L.E 


Snary P.W 


Snith J.R 


Snow R 


So H.S 


Soe AM 


Soe K.M 


Somers P.J 


Somerville J 


Sommerville J 


Rank 


Electrical Officer 


Dept2 (Engine) 
8th Eng Officer 
7th Eng Officer 
5th Eng Officer 
4th Eng Officer 


Jnr Eng Officer 


Butcher 


Chef 


Dept5 (Victualling) 


G.P:0 


3rd Officer 


Dept1 (Deck) 
Deck Cadet 


Deck Cadet 


5th Eng Officer 


6th Eng Officer 


Ship 


Northamptonshire 


Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Devonshire | 
Devonshire | 


Ocean Bridge 
Lincolnshire 


Devonshire | 


Cheshire II 
Cheshire II 
Standby Leave 
Standby Leave 
Standby Leave 


Berkshire 
Cheshire IV 


Staffordshire Ill 


Standby Leave 
Derbyshire II 
Derbyshire II 
Derbyshire II 


Cheshire III 
Cheshire III 
Shropshire 


Derbyshire III 


Shropshire 


Date 


26/09/1979 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


13/10/1977 
15/03/1978 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1958 
01/09/1959 


19/09/1975 
26/03/1980 


01/07/1970 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/03/1960 
01/10/1960 
18/04/1961 


30/06/1969 


22/06/1968 


Name 


Sommerville J 


Soovere T 


Soovre T 


Southby M 


Southward J 


Southward R.W 


Soutter M.A 


Sowden R 


Rank 


Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Deck Cadet 


2nd Officer 


Chief Officer 


Captain 


Chief Officer 


3rd Officer 


2nd Officer 


3rd Officer 


6th Eng Officer 


Electrical Officer 


Ship 
Standby Leave 


Wiltshire 
Standby Leave 


Worcestershire II 
Devonshire | 
SS Warwickshire 


SS Warwickshire 


Oxfordshire 
Hampshire 
Devonshire II 
Staffordshire IV 
Lancashire IV 
Herefordshire III 
Devonshire II 
Studying 
Studying 
Studying 
Herefordshire III 
Dorsetshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Staffordshire IV 
Cheshire IV 
Staffordshire IV 


Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 


Standby Leave 


Worcestershire II 


Herefordshire II 


Date 


01/12/1968 
25/12/1969 
01/07/1970 


01/06/1956 
01/05/1957 
01/11/1957 


01/05/1958 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


16/02/1976 


18/04/1961 


01/03/1963 


Name 


Sowden R 


Sowdon R 


Sowerbutts M.T 


Spackman W.C 


Spare 


Sparrow P.A 


Spear C.E 


Spence D.G 


Spencer T.A 


Rank 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
Ext 5th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Surgeon 


3rd Eng Officer 
Dept2 (Engine) 
Jnr 2nd Eng Officer 
Dept2 (Engine) 


Surgeon 


5th Eng Officer 


Deck Cadet 


Ship 

Yorkshire III 

SS Leicestershire 
Yorkshire III 
Standby Leave 
Lancashire III 
Lancashire III 


Studying 


Studying 
Studying 
Studying 
Lancashire IV 
Studying 
Studying 

Dart Atlantic 
Devonshire II 
Canadian Bridge 
Lincolnshire 
Lancashire IV 
Lincolnshire 
Lincolnshire 


Worcestershire II 


SS Warwickshire 
Standby Leave 
SS Oxfordshire 
Studying 


SS Leicestershire 


Cheshire III 
Cheshire III 


Herefordshire II 


Date 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 


01/03/1963 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 


01/05/1957 


14/10/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/09/1959 


20/05/1967 
21/11/1967 


01/06/1956 


Name 


Spencer T.A 


Spiers W.J 


Spiller J.P 


Spilsburg A 


Spilsbury A 


Spittlehouse J 


Spittlehouse J.1 


Rank 


Deck Cadet 
Jnr 3rd Officer 


Deck Cadet 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


5th Eng Officer 


4th Eng Officer 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 


Ship 


SS Warwickshire 
Devonshire | 


Oxfordshire 
Studying 
Herefordshire III 
Dorsetshire 
Studying 
Northamptonshire 
Studying 
Studying 


Studying 
Studying 
Studying 
Studying 
Lincolnshire 
Hampshire 
Studying 
Studying 
Hampshire 
Yorkshire IV 


Studying 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 


Staffordshire II 


SS Warwickshire 
Devonshire | 
Shropshire 
Derbyshire II 

SS Oxfordshire 
Studying 


Date 


01/11/1956 
01/05/1957 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/05/1958 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/11/1958 


01/05/1958 


01/11/1957 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Spivey S.J 


Springthorpe M.T 


Stacey R.L 


Rank 


5th Eng Officer 


4th Eng Officer 


2nd Eng Officer 
4th Eng Officer 
2nd Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Deck Cadet 


Purser 
Dept5 (Victualling) 
Purser 


Ship 


Standby Leave 
Dart Atlantic 
Australian Bridge 
Australian Bridge 
Dart Atlantic 
Silver Bridge 
Standby Leave 
Studying 
Lancashire IV 
Studying 
Lancashire IV 
Lancashire IV 
Studying 
Studying 
Staffordshire IV 
Devonshire II 
Standby Leave 
Studying 
Standby Leave 
Trinidad & Tobago 


Studying 
Standby Leave 
Studying 
Standby Leave 
Studying 
Studying 
Devonshire II 


Berkshire 
Standby Leave 
Berkshire 
Hampshire 
English Bridge 
Hampshire 
Canadian Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
22/04/1983 
21/10/1983 
13/04/1984 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Stacey R.L 


Stafford T.S 


Staite A 


Stamford-Burroughs C 


Stamford-Burrows C.J 


Stamper A.D 


Standish R 


Standish R.F 


Rank 


Purser 


1st Officer 

Ext Chief Officer 
Dept1 (Deck) 
Chief Officer 
Staff Captain 
Captain 


Storekeeper 


Radio Officer 


2nd Radio Officer 


Radio Officer 


Electrical Officer 


Trainee Elect Officer 
Electrical Officer 


2nd Steward 


Purser 


Ship 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Lincolnshire 
Wiltshire 
Standby Leave 
Lincolnshire 
Hampshire 
Hampshire 
Hampshire 
Lincolnshire 


Dart Atlantic 


Ocean Bridge 


Coventry City 
Coventry City 
Gloucestershire 
Pacific Bridge 
Wiltshire 


Northamptonshire 
Berkshire 
Staffordshire IV 
Standby Leave 
Standby Leave 
Lincolnshire 
Cheshire IV 


Toronto City 


Toronto City 
Wiltshire 
Lincolnshire 
Standby Leave 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


23/02/1977 


01/07/1970 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


25/12/1969 


01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 


Name 


Standish R.F 


Stanley D 


Stanley P.F 


Stansfield A.E 


Stansfield B 


Stansfield B.F 


Stanson T.H 


Stanton T.H 


Rank 


Purser 


Dept2 (Engine) 
Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


Engineer Cadet 


Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 
Dept2 (Engine) 


Deck Cadet 


Dept2 (Engine) 


9th Eng Officer 
8th Eng Officer 


Chief Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 


Ext 5th Eng Officer 


Ship 


Lincolnshire 
Australian Bridge 


Standby Leave 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
English Bridge 


Gloucestershire 
Yorkshire III 
Gloucestershire 
Standby Leave 
Wiltshire 
Derbyshire III 
Standby Leave 
Pacific Bridge 
Studying 
Standby Leave 


Studying 


Standby Leave 


Staffordshire II 
Devonshire | 


Studying 


Studying 
Studying 
Studying 
Cheshire IV 
Australian Bridge 
Studying 
Studying 
Hampshire 

Dart Atlantic 


Date 


07/10/1973 
19/02/1974 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


26/09/1979 


01/10/1960 


01/11/1958 
01/03/1960 


18/09/1980 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Stanton T.H 


Stanway P 


Stanyer A.T 


Stark P.E 


Rank 
5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Radio Officer 


6th Eng Officer 


Engineer Cadet 


Ship 

Standby Leave 
Standby Leave 
Liverpool Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Lincolnshire 
Herefordshire III 
Standby Leave 


Standby Leave 
Herefordshire III 
Canadian Bridge 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Dorsetshire 
Staffordshire IV 
Derbyshire IV 
Yorkshire IV 
Studying 
Lincolnshire 
Studying 
Devonshire II 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 


Lancashire IV 


Studying 
Studying 
Studying 
Studying 
Lincolnshire 
Devonshire II 
Studying 
Studying 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


20/05/1967 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Starr R.G 


Stead P.A 


Steed P.M 


Steed R.F.A 


Steel E.P 


Steel P 


Rank 


Ext 2nd Officer 
2nd Officer 


Captain 
2nd Officer 


6th Eng Officer 


8th Eng Officer 


2nd Steward 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 
Deck Eng Officer 
Ext 4th Eng Officer 
Cargo Engineer 


3rd Eng Officer 


Cargo Engineer 
3rd Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Ship 


Dart America 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Dart America 
Studying 
Standby Leave 


Pacific Bridge 


Herefordshire III 


Herefordshire II 


Studying 
Lincolnshire 
Studying 
Studying 
Herefordshire III 
Dart Atlantic 
Hampshire 
Standby Leave 
Wiltshire 
Hampshire 
Wiltshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Devonshire II 
Staffordshire IV 
Hampshire 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 


Studying 
Studying 
Toronto City 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 


25/12/1969 


30/06/1969 


14/10/1961 


01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/08/1971 
01/10/1972 
07/10/1973 


Name 


Steel W.J 


Steiner N.R 


Steinson J 


Steinson T 


Steinson T.J 


Stenton S.W 


Stenton S.W.A 


Stenton S.W.D 


Rank 


3rd Eng Officer 


Deck Cadet 


Dept2 (Engine) 


6th Eng Officer 


7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 


2nd Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Ship 


Derbyshire III 


Yorkshire III 
Yorkshire III 
Yorkshire III 
Derbyshire II 
Derbyshire II 


Standby Leave 


Gloucestershire 


Gloucestershire 
Warwickshire 
Standby Leave 
Gloucestershire 
Wiltshire 
Lincolnshire 
Standby Leave 
Worcestershire III 
Toronto City 
Standby Leave 


Toronto City 


Standby Leave 
Warwickshire 
Wiltshire 
Westminster Bridge 
Wiltshire 

Toronto City 
Derbyshire III 
Australian Bridge 
Standby Leave 
Standby Leave 


Standby Leave 


Date 


19/02/1974 


01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/07/1970 


01/12/1968 


22/06/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


22/06/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/07/1970 


Name 


Stepein R 


Stephen R 


Stephen-McRae M 


Stephens A.D 


Stephens S.H.W 


Stephenson B.W.R 


Stephenson J 


Stephenson M 


Stepien R 


Rank 


Deck Cadet 


Deck Cadet 


2nd Eng Officer 


Chief Eng Officer 


Deck Cadet 


Radio Officer 


Dept2 (Engine) 
Engineer Cadet 


2nd Eng Officer 


Jnr Eng Officer 


Ext 5th Eng Officer 
5th Eng Officer 


4th Eng Officer 


Deck Cadet 
Dept1 (Deck) 


Ship 


Derbyshire III 
Gloucestershire 


Worcestershire III 


Standby Leave 
Warwickshire 
Oxfordshire 
Oxfordshire 
Standby Leave 
Standby Leave 
Oxfordshire 


Dorsetshire 
Lincolnshire 
Studying 
Hampshire 
Devonshire II 
Studying 


Atlantic Bridge 


Studying 
Studying 


Berkshire 


Standby Leave 
Devonshire II 
Canadian Bridge 
Mersey Bridge 
Devonshire II 
Herefordshire III 


Cheshire IV 
Studying 


Date 


30/06/1969 
01/07/1970 


25/12/1969 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 


01/10/1972 
01/04/1973 


13/10/1977 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/04/1971 
01/10/1972 


Name 


Steven R 


Steven R.S 


Stevens M 


Stevenson G.B 


Stevenson R 


Stevenson S 


Stevenson W.A 


Rank 


4th Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 


7th Eng Officer 


5th Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


2nd Steward 


2nd Eng Officer 


Uncert Officer 


Jnr Eng Officer 


5th Eng Officer 


Engineer Cadet 


Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


Ship 

SS Warwickshire 
Staffordshire III 
Staffordshire II 
Studying 
Studying 


Yorkshire III 
Yorkshire III 
Yorkshire III 
Studying 
Herefordshire II 


Westminster Bridge 


Toronto City 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Australian Bridge 
Hampshire 
Standby Leave 
Standby Leave 


Shropshire 


Lancashire IV 
Ocean Bridge 
Standby Leave 


Lancashire IV 
Lancashire IV 
Standby Leave 
Coventry City 
Pacific Bridge 
Staffordshire III 
Staffordshire III 
Staffordshire III 
Standby Leave 


Date 


01/05/1962 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/10/1960 
18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 


30/06/1969 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 


18/04/1961 


01/03/1975 
19/09/1975 
16/02/1976 


01/03/1964 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


Name 


Stevenson W.A 


Stevenson W.E 


Stewart A 


Stewart J.F 


Stewart R.1 


Stewart R.L 


Stewart T.J 


Stobbart D 


Rank 


Dept2 (Engine) 
Ext 3rd Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


3rd Eng Officer 


Cook 


Carpenter 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


2nd Officer 
Dept1 (Deck) 


Deck Cadet 


Dept2 (Engine) 


Electrical Officer 


Ship 

Studying 
Atlantic Bridge 
Pacific Bridge 
Pacific Bridge 
Derbyshire III 
Derbyshire III 
Standby Leave 
Standby Leave 
Pacific Bridge 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 


Wiltshire 


Devonshire | 
SS Leicestershire 


Gloucestershire 
Lancashire IV 
Herefordshire III 
Standby Leave 
Warwickshire 
Staffordshire Ill 
Studying 
Studying 


Yorkshire III 


Standby Leave 


Wiltshire 
Lincolnshire 
Cambridgeshire 
Standby Leave 


Date 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 


16/02/1976 


01/03/1975 


01/03/1960 
01/10/1960 


20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


01/12/1968 


01/10/1972 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 


Name 


Stobbart D 


Stobbart G 


Stoddern A 


Stoddern A.B 


Stokes G.W 


Stoneman P.B 


Stoner L.W 


Stones A.R 


Strange D.J 


Strange R.A 


Strasden A.P 


Rank 


Electrical Officer 


Electrical Officer 


Cook 


Cook 


Chief Eng Officer 


Pumpman 


Storekeeper 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 


Engineer Cadet 


2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Bosun 


3rd Eng Officer 


Ship 
Cambridgeshire 


Dorsetshire 
Standby Leave 


Standby Leave 


Dart America 


Dart America 


Yorkshire III 
Shropshire 
Shropshire 
Warwickshire 
Warwickshire 
Derbyshire III 


Derbyshire III 


Coventry City 


Studying 
Studying 
Studying 
Studying 
Studying 
Studying 
Shropshire 


Montreal City 
Standby Leave 
Standby Leave 
Studying 


Coventry City 


Derbyshire III 


Date 


26/09/1979 
26/03/1980 
18/09/1980 


15/03/1978 


16/02/1976 


19/09/1975 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 


30/04/1979 


01/10/1972 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/07/1970 


01/08/1971 


Name 


Strasdin A 


Strasdin A.P 


Strasdin P 


Streeter C.R 


Stretch A.| 


Stretch |.A 


Stringfellow P 


Stronge R 


Stronge R.A 


Stronge R.R 


Rank 


4th Eng Officer 


7th Eng Officer 
6th Eng Officer 
Dept2 (Engine) 


4th Eng Officer 
3rd Eng Officer 
Dept2 (Engine) 


5th Eng Officer 


7th Eng Officer 
Dept2 (Engine) 


Jnr 3rd Officer 


Dept1 (Deck) 


Deck Cadet 


Dept1 (Deck) 


2nd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


4th Eng Officer 
Dept2 (Engine) 
Ext 3rd Eng Officer 
Dept2 (Engine) 


Ship 


Coventry City 


Staffordshire III 
Staffordshire III 
Standby Leave 
Standby Leave 
Studying 

Gloucestershire 
Gloucestershire 
Standby Leave 


Worcestershire III 


Herefordshire III 
Standby Leave 


Herefordshire II 


Standby Leave 
Herefordshire II 
Worcestershire II 
Devonshire | 
Devonshire | 
Studying 


Arya Bod 
Berkshire 


Pacific Bridge 


Standby Leave 


Shropshire 
Standby Leave 
Wiltshire 
Studying 


Date 


30/06/1969 


01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


22/06/1968 


30/06/1969 
25/12/1969 


01/05/1962 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


07/10/1973 
18/09/1974 


01/08/1971 


25/12/1969 


22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 


Name 


Stronge R.R 


Strother R.D 


Stroud J 


Stubbs D.M 


Stubbs R.K 


Subba P 


Suddick A.C 


Rank 
2nd Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 


Carpenter 


7th Eng Officer 
6th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Deck Cadet 


2nd Officer 


Serang (Engine) 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ship 

Standby Leave 
Toronto City 
Toronto City 
Studying 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 


Herefordshire III 
Herefordshire III 
Coventry City 
Standby Leave 
Atlantic Bridge 
Worcestershire III 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Dart Atlantic 


Atlantic Bridge 


Canadian Bridge 
Ocean Bridge 
Berkshire 
Studying 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Wiltshire 

Dart Atlantic 
Standby Leave 


Date 


01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


01/11/1957 
01/05/1958 
01/11/1958 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


01/05/1957 
01/11/1957 
01/05/1958 


16/02/1976 


18/09/1974 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Suddick A.C 


Sugden H 


Sullivan J 


Sullivan J.J 


Sullivan L.M 


Rank 
2nd Eng Officer 


Butcher 


Dept5 (Victualling) 


Butcher 


Dept5 (Victualling) 


2nd Steward 


Chief Steward 


Purser 


1st Officer 


Chief Officer 
1st Officer 
Chief Officer 


Ship 

Berkshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Derbyshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Standby Leave 
SS Warwickshire 
SS Warwickshire 


Standby Leave 


Worcestershire II 
SS Oxfordshire 
SS Oxfordshire 
Herefordshire II 
Herefordshire II 
Shropshire 
Cheshire III 
Cheshire III 


Australian Bridge 
English Bridge 
Standby Leave 
Yorkshire IV 
Yorkshire IV 
Dorsetshire 
Standby Leave 


Date 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


01/11/1956 


01/06/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


16/02/1976 
10/09/1976 
23/02/1977 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


Name 


Sullivan W 


Sum C 


Sum L.C 


Sum W,P 


Summerfield J 


Summers H 


Sunter P 


Sur B.N 


Surtees J.G 


Rank 


Dept2 (Engine) 
6th Eng Officer 
5th Eng Officer 


4th Eng Officer 


G.P.Mechanic 


C.P.0 


C.P.O 


Ext 4th Eng Officer 
Dept2 (Engine) 
2nd Eng Officer 
3rd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


Dept5 (Victualling) 


Dept5 (Victualling) 
Ext 2nd Steward 
2nd Steward 


Serang (Engine) 


Dept2 (Engine) 
5th Eng Officer 


4th Eng Officer 
Ext 4th Eng Officer 


Ship 

Standby Leave 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Warwickshire 
SS Warwickshire 


Berkshire 


Yorkshire IV 


Oxfordshire 


Atlantic Bridge 
Standby Leave 
Studying 
Cheshire IV 
Studying 
Standby Leave 


Standby Leave 


Standby Leave 
SS Oxfordshire 
Staffordshire II 
Staffordshire II 


Shropshire 
Herefordshire III 
Herefordshire III 


Standby Leave 
Warwickshire 
Australian Bridge 
Coventry City 
Hampshire 
Wiltshire 
Wiltshire 


Date 


01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/10/1972 


21/05/1981 


10/09/1976 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/03/1964 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


01/10/1972 
19/09/1975 
16/02/1976 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


Name 


Surtees J.G 


Surtess J.G 


Sutherland J 


Sutherland J.M 


Sutherland K 


Sutton J 


Rank 
4th Eng Officer 


Jnr Eng Officer 
Jnr Eng Officer 


Deck Cadet 


Deck Cadet 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Dept2 (Engine) 
10th Eng Officer 


Ship 


Standby Leave 
Standby Leave 


Worcestershire III 


Derbyshire II 


Herefordshire II 
Herefordshire II 
Staffordshire II 


Standby Leave 
Warwickshire 
Coventry City 
Standby Leave 
Derbyshire III 
Westminster Bridge 
Pacific Bridge 
Coventry City 
Coventry City 
Wiltshire 
English Bridge 
Standby Leave 
Wiltshire 
Australian Bridge 
Lincolnshire 
Standby Leave 
Ocean Bridge 
Liverpool Bridge 
Devonshire II 
Standby Leave 
Devonshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Devonshire | 


Date 


16/02/1976 
10/09/1976 


29/04/1972 


01/05/1958 


01/05/1957 
01/11/1957 
01/11/1958 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


18/04/1961 
14/10/1961 


Name 


Sutton J.E 


Sutton M.K 


Swan A 


Swan R.W 


Swann R.W 


Swe C 


Sweeney H 


Sweeney H.H 


Sweeney M.R 


Sweet T.J 


Rank 


6th Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Uncert 3rd Officer 


Jnr Eng Officer 
Dept2 (Engine) 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Cook 


Cook 


Head Motorman 


Chief Eng Officer 


Chief Eng Officer 
Dept2 (Engine) 
Chief Eng Officer 
Dept2 (Engine) 


Dept2 (Engine) 
5th Eng Officer 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Ship 


SS Leicestershire 


Studying 
Worcestershire III 
Cheshire IV 
Studying 
Herefordshire III 
Ocean Bridge 


Derbyshire III 
Standby Leave 
Toronto City 
Standby Leave 
Arya Bod 


Coventry City 
Westminster Bridge 
Coventry City 


Coventry City 


Staffordshire Ill 


Worcestershire III 


Shropshire 
Standby Leave 
Derbyshire III 
Standby Leave 


Standby Leave 
Pacific Bridge 


Cheshire IV 
Oxfordshire 
Standby Leave 
Berkshire 


Date 


14/10/1964 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/07/1970 
01/08/1971 
29/04/1972 


01/04/1971 


01/07/1970 


22/06/1968 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


07/10/1973 
19/02/1974 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


Name 


Swift H.G.P 


Swift J 


Swift K.G.P 


Swift K.P.G 


Sykes B 


Symons E 


Szajnik T 


Rank 


Chief Officer 


Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept1 (Deck) 
2nd Officer 
Chief Officer 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Captain 


2nd Eng Officer 


Dept2 (Engine) 


Bosun 


Carpenter 


Ship 


Worcestershire III 


Standby Leave 
Standby Leave 
Pacific Bridge 
Standby Leave 
Gloucestershire 
Staffordshire III 
Westminster Bridge 


Standby Leave 
Shropshire 
Cheshire III 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Atlantic Bridge 
Worcestershire III 
Standby Leave 
Westminster Bridge 
Atlantic Bridge 
Atlantic Bridge 


Pacific Bridge 
Westminster Bridge 
Standby Leave 
Standby Leave 


Staffordshire III 
Pacific Bridge 
Studying 


Coventry City 


Coventry City 
Coventry City 


Date 


01/10/1966 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/10/1972 
07/10/1973 


01/04/1971 
01/04/1973 
19/02/1974 
18/09/1974 


01/07/1970 
01/04/1971 
01/08/1971 


30/06/1969 


25/12/1969 
01/04/1971 


Name 


Tacey P 


Taggart G 


Taggart R.H 


Tai L 


Taj M 


Talbot A 


Talbot C.C 


Talbot D 


Talbot G.C 


Rank 


Deck Cadet 
Dept1 (Deck) 


Deck Cadet 


2nd Elect Officer 


Dept3 (Electrical) 
2nd Elect Officer 


Carpenter 


Cook 


7th Eng Officer 


Radio Officer 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


Jnr Eng Officer 


Electrical Officer 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Ship 


Warwickshire 
Standby Leave 
Standby Leave 
Derbyshire III 


SS Leicestershire 


Standby Leave 
SS Leicestershire 


Berkshire 
Berkshire 


Atlantic Bridge 
Ocean Bridge 


Staffordshire Ill 


Herefordshire II 


Studying 
Studying 
Studying 
Studying 
Australian Bridge 
Herefordshire III 
Studying 
Studying 

Dart America 
Dart America 
Canadian Bridge 
Standby Leave 


Cheshire II 
Cheshire II 
Standby Leave 
Herefordshire II 
Herefordshire II 


Date 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


18/04/1961 


18/04/1961 
14/10/1961 


10/09/1976 
23/02/1977 


10/09/1976 
13/10/1977 


01/07/1970 


01/03/1960 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
23/02/1977 
21/10/1981 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


Name 


Talbot G.C 


Talbut D 


Tam Y 


Tang W.C 


Tat W 


Tauro F 


Tauro F.F 


Taylor A 


Rank 
Radio Officer 


Electrical Officer 


Cook 


Cook 


Cook 


3rd Officer 
2nd Officer 


2nd Officer 


Chief Officer 
2nd Officer 


Cook 


Ship 
Herefordshire II 
Herefordshire II 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Warwickshire 
Standby Leave 
Standby Leave 
Cambridgeshire 
Berkshire 
Cambridgeshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Staffordshire IV 


Cheshire IV 
Berkshire 


Oxfordshire 


Berkshire 
Cheshire IV 


Arya Bod 
Standby Leave 


Herefordshire III 
Standby Leave 
Herefordshire III 
Studying 
Devonshire II 


Lincolnshire 


Date 


01/11/1958 
01/09/1959 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


13/10/1977 
27/09/1982 


18/09/1974 


19/09/1975 
30/04/1979 


18/09/1974 
01/03/1975 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


13/10/1977 


Name 


Taylor A 


Taylor D.A 


Taylor D.1 


Taylor E.G 


Taylor F 


Taylor G 


Taylor H.J 


Rank 
Cook 


Deck Cadet 


Engineer Cadet 


Jnr Eng Officer 


8th Eng Officer 


5th Eng Officer 
Trainee Radio Officer 


Radio Officer 


5th Eng Officer 


Carpenter 


P.O, 
Carpenter 
P.O, 


Ship 


Lincolnshire 


Warwickshire 
Derbyshire III 
Standby Leave 
Ocean Bridge 


Studying 
Studying 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 
Standby Leave 
Devonshire II 
Hampshire 


Derbyshire II 


Pacific Bridge 
Standby Leave 
Cheshire IV 
Standby Leave 


Shropshire 

Coventry City 
Lancashire IV 
Lancashire IV 


Herefordshire III 
Australian Bridge 
English Bridge 
Australian Bridge 
Derbyshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 


Date 
15/03/1978 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/11/1957 


01/12/1968 
27/09/1978 
30/04/1979 
26/09/1979 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Taylor H.J 


Taylor | 


Taylor J 


Taylor J.A.C 


Taylor J.D 


Taylor J.E 


Taylor J.R 


Rank 


Carpenter 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
Cook 

Captain 

Cook 


Storekeeper 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
Ext 5th Eng Officer 
5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Dept5 (Victualling) 


Dept1 (Deck) 


Chief Officer 


Ship 


Lancashire IV 


Studying 
Studying 
Lancashire IV 
Derbyshire III 
Derbyshire III 
Derbyshire IV 


Standby Leave 
Herefordshire II 
Wiltshire 
Berkshire 
Montreal City 


Devonshire II 


Studying 
Studying 
Studying 

Pacific Bridge 
Herefordshire III 
Studying 
Studying 
Australian Bridge 
Dart America 
Standby Leave 
Herefordshire III 
Dart America 
Derbyshire III 
Dart Atlantic 
Herefordshire III 


Standby Leave 


Standby Leave 
Standby Leave 
Toronto City 
Toronto City 


Date 
21/10/1981 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 


01/10/1960 
18/04/1961 
01/07/1970 
01/04/1971 
29/04/1972 


13/10/1977 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/09/1959 


01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Taylor J.R 


Taylor M.J 


Taylor N.R 


Rank 
Chief Officer 


Dept1 (Deck) 


Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Engineer Cadet 


Jnr Eng Officer 


Cargo Engineer 


Ship 

Toronto City 
Coventry City 
Coventry City 
Standby Leave 
Standby Leave 
Halifax City 
Standby Leave 
Herefordshire III 
Standby Leave 
Cheshire IV 
Standby Leave 
Oxfordshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Berkshire 
Cambridgeshire 
Northamptonshire 
Cambridgeshire 
Northamptonshire 
Standby Leave 
Cheshire IV 
Cheshire IV 
Standby Leave 
Standby Leave 
Cheshire IV 


Studying 
Studying 
Studying 
Studying 
Herefordshire III 
Dorsetshire 
Studying 
Studying 
Staffordshire IV 
Standby Leave 


Wiltshire 
Standby Leave 


Date 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


15/03/1978 
27/09/1978 


Name 


Taylor P.R 


Taylor R 


Taylor R,B 


Taylor R.B 


Rank 


Engineer Cadet 


Jnr Eng Officer 


4th Eng Officer 


Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Ship 


Studying 
Studying 
Studying 
Dorsetshire 
Studying 
Devonshire II 
Studying 
Hampshire 
Standby Leave 
Staffordshire IV 
Devonshire II 


Studying 
Standby Leave 
Gloucestershire 
Gloucestershire 
Worcestershire III 
Standby Leave 
Warwickshire 
Standby Leave 
Coventry City 
Warwickshire 


Standby Leave 


Coventry City 
Standby Leave 
Dart Atlantic 

Dart America 
Standby Leave 
Standby Leave 
Worcestershire III 
Mersey Bridge 
Liverpool Bridge 
Australian Bridge 
Laid Up 
Northamptonshire 
Standby Leave 
Northamptonshire 
Cambridgeshire 
Lincolnshire 


Date 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


07/10/1973 


01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


Name 


Taylor R.B 


Taylor R.F 


Taylor R.G 


Taylor R.1 


Taylor R.J 


Taylor R.W 


Rank 
3rd Eng Officer 


7th Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 


Carpenter 


Dept1 (Deck) 
2nd Officer 

Dept1 (Deck) 
2nd Officer 

Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Chief Officer 


Deck Cadet 


Dept1 (Deck) 


Ship 
Hampshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Staffordshire IV 
Safe Esperia 


SS Leicestershire 
Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Derbyshire II 


Standby Leave 
Derbyshire III 
Standby Leave 
Warwickshire 
Standby Leave 
Yorkshire III 
Standby Leave 
Coventry City 
Standby Leave 
Warwickshire 
Worcestershire II 
Arya Bod 
Atlantic Bridge 
Atlantic Bridge 
Canadian Bridge 
Standby Leave 


Standby Leave 


Derbyshire III 
Shropshire 
Standby Leave 


Date 


21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


01/03/1963 
10/05/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/05/1957 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/04/1971 


01/08/1971 
29/04/1972 
01/10/1972 


Name 


Taylor R.W 


Taylor W.C 


Teare J.D 


Templeton G 


Templeton R 


Teng W 


Rank 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Chief Officer 
3rd Officer 


2nd Officer 


Dept2 (Engine) 
10th Eng Officer 
6th Eng Officer 


5th Eng Officer 


Jnr Eng Officer 


Electrical Officer 


Dept1 (Deck) 
Troop Officer 


Dept1 (Deck) 


Cook 


Ship 

Studying 
Standby Leave 
Standby Leave 
Studying 
Studying 
Studying 
Australian Bridge 
Liverpool Bridge 
English Bridge 
Ocean Bridge 
Hampshire 
Lincolnshire 
Standby Leave 
Derbyshire IV 


Standby Leave 
SS Oxfordshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Standby Leave 


Cheshire IV 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 


Oxfordshire 
Oxfordshire 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


23/02/1977 


19/02/1974 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


19/09/1975 
16/02/1976 


Name 


Tennet G 


Tennett G 


Tester P.N 


Tetlow D.R 


Rank 


Chief Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Chief Eng Officer 


3rd Officer 


Chief Officer 
2nd Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 


Cadet Act Jnr Eng Off 


5th Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 


Ship 


Pacific Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Pacific Bridge 
Westminster Bridge 
Standby Leave 
Standby Leave 
Dart America 


Yorkshire III 


Standby Leave 
Standby Leave 
Studying 
Standby Leave 
Derbyshire III 
Standby Leave 


Studying 
Studying 
Studying 
Derbyshire III 
Studying 
Studying 
Derbyshire III 
Standby Leave 
Oxfordshire 
English Bridge 
Canadian Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Lincolnshire 
Herefordshire III 
Standby Leave 
Standby Leave 


Date 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/12/1968 


19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 


Name 


Tetlow D.R 


Thalwell A.G 


Than M 


Theaker P.E 


Thelwell A.G 


Rank 
2nd Eng Officer 


Deck Cadet 


Cook 


Cook 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Ext 2nd Officer 


2nd Officer 


Ship 

Standby Leave 
Standby Leave 
Lincolnshire 
Staffordshire IV 
Lincolnshire 
Devonshire II 
Standby Leave 
Standby Leave 


Lancashire IV 


Staffordshire Ill 


Devonshire II 
Standby Leave 
Standby Leave 


Standby Leave 
Coventry City 
Oxfordshire 
Studying 


Australian Bridge 


Studying 
Studying 
Standby Leave 
Lancashire IV 
Dart America 
Dart America 
Yorkshire IV 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Staffordshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Devonshire II 


Date 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/09/1974 


01/07/1970 


22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


Name 


Tholen M 


Tholen W 


Tholen W.P 


Thomas A 


Thomas B.D 


Thomas C 


Rank 


Electrical Officer 


Electrical Officer 


Electrical Officer 


2nd Elect Officer 
2nd Steward 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Engineer Cadet 


7th Eng Officer 
6th Eng Officer 
Dept5 (Victualling) 
Chief Officer 
Electrical Officer 


Ship 


Derbyshire II 


Derbyshire II 


Derbyshire II 


Herefordshire II 
Herefordshire II 
Shropshire 
Herefordshire II 
Standby Leave 
Lancashire IV 
Standby Leave 
Yorkshire III 
Standby Leave 
Standby Leave 
Wiltshire 
Cheshire IV 
Shropshire 
Shropshire 
Pacific Bridge 
Standby Leave 
Pacific Bridge 


Studying 
Studying 
Studying 
Studying 
Cambridgeshire 
Hampshire 
Studying 
Studying 


Cheshire II 

SS Oxfordshire 
Standby Leave 
Dart Atlantic 
Worcestershire III 


Date 


01/06/1956 


01/05/1957 


01/11/1956 


10/05/1965 
10/05/1965 
15/11/1965 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/11/1956 
01/05/1957 
01/03/1964 
29/04/1972 
18/09/1974 


Name 


Thomas C.D 


Thomas C.O 


Thomas D 


Thomas D.H 


Thomas D.N 


Rank 
Chief Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Ext Chief Officer 
Chief Officer 


Captain 
Chief Officer 
Captain 


Chief Officer 


Captain 


3rd Officer 


Dept1 (Deck) 
Ext 3rd Officer 
Dept1 (Deck) 
2nd Officer 


Electrical Officer 
Ext 2nd Officer 
Captain 


3rd Officer 


Ship 


Dart America 


Dart Atlantic 
Dart America 
Standby Leave 
Standby Leave 
Ocean Bridge 
Standby Leave 
Dart America 
Standby Leave 
Dart America 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 


Shropshire 


Standby Leave 
Gloucestershire 
Studying 
Coventry City 
Toronto City 
Coventry City 
Pacific Bridge 
Lancashire IV 
Dart Atlantic 
Studying 


Coventry City 


Date 
19/09/1975 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


22/06/1968 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
29/04/1972 
01/10/1972 
01/04/1973 
01/04/1973 
07/10/1973 
19/02/1974 


01/07/1970 


Name 


Thomas E.J 


Thomas G.B 


Thomas G.D 


Thomas P 


Thomas P.E 


Thomas P.R 


Thomas R 


Thomas R.R 


Thomas S.J 


Rank 


2nd Steward 


Purser 


3rd Officer 


Radio Officer 


Radio Officer 


2nd Elect Officer 
Electrical Officer 


Cook 
Electrical Officer 
Dept1 (Deck) 


Deck Cadet 


Uncert 3rd Officer 
Deck Cadet 


3rd Officer 


Ship 


Toronto City 


Westminster Bridge 
Derbyshire III 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Herefordshire III 


Wiltshire 
Standby Leave 
Dorsetshire 
Cheshire IV 
Standby Leave 


Westminster Bridge 
Worcestershire II 
Standby Leave 


Toronto City 


Standby Leave 


Studying 
Worcestershire III 
Coventry City 
Studying 

Arya Bod 
Warwickshire 
Studying 
Studying 
Standby Leave 
Standby Leave 


Date 


20/05/1967 


01/04/1971 
07/10/1973 
19/02/1974 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


26/03/1980 


18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


01/10/1972 
07/10/1973 
19/02/1974 


01/10/1972 


01/04/1973 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Thomas S.J 


Thomas W 


Thomason D 


Thompson A 


Thompson B.M 


Thompson D.G 


Thompson J.R 


Thompson N.D 


Thompson P 


Rank 
3rd Officer 


2nd Officer 


5th Eng Officer 


Jnr 2nd Elect Officer 
Inter 2nd Elect Officer 
Dept3 (Electrical) 


10th Eng Officer 


4th Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


Jnr Eng Officer 


2nd Elect Officer 
Electrical Officer 


8th Eng Officer 
Dept2 (Engine) 


Purser 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 


SS Warwickshire 


SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 


English Bridge 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Herefordshire III 
Standby Leave 
Standby Leave 


Herefordshire II 
Yorkshire III 


Cheshire II 
Studying 
Studying 


Devonshire II 
Standby Leave 
Hampshire 
Standby Leave 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 


01/03/1963 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/06/1956 
01/11/1956 


01/03/1975 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/03/1964 
01/10/1966 


01/11/1956 
01/11/1957 
01/05/1958 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Thompson P 


Thompson P.C 


Thompson R 


Thompson R.J 


Thompson T.G.A 


Thompson U 


Thomson B.M 


Thomson D.C 


Rank 


Purser 


Purser 


Engineer Cadet 


3rd Eng Officer 


Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


Captain 


7th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


2nd Officer 


Ship 
Staffordshire IV 
Devonshire II 
Wiltshire 
Wiltshire 
Standby Leave 
Cheshire IV 
Hampshire 
Lincolnshire 


Standby Leave 
Wiltshire 
Studying 
Standby Leave 
Staffordshire IV 
Devonshire II 


Berkshire 


Staffordshire III 
Westminster Bridge 
Studying 
Studying 
Studying 
Studying 
Studying 
Cheshire IV 
Australian Bridge 
Standby Leave 
Standby Leave 
Derbyshire IV 


Derbyshire II 


Derbyshire II 


Herefordshire III 
Standby Leave 


Derbyshire IV 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


26/09/1979 
06/04/1982 
22/04/1983 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 


30/06/1969 
25/12/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
30/04/1979 
26/09/1979 
26/03/1980 


01/05/1958 


01/05/1957 


01/04/1973 
07/10/1973 


26/03/1980 


Name 


Thomson D.C 


Thomson R.J 


Thomson T.G.A 


Thomson T.J.A 


Thornely G 


Thornton P.S 


Rank 
2nd Officer 


Engineer Cadet 


Captain 


Captain 


Deck Cadet 


3rd Officer 


Deck Cadet 


Ship 
Wiltshire 


Pacific Bridge 


Derbyshire II 
Derbyshire II 
Derbyshire II 


Derbyshire II 

Derbyshire II 

SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Studying 
Studying 
Standby Leave 
Studying 
Cheshire IV 
Lincolnshire 
Hampshire 
Studying 
Hampshire 
Standby Leave 


Cambridgeshire 
Studying 
Standby Leave 
Studying 
Lancashire IV 
Devonshire II 
Dorsetshire 
Dorsetshire 


Date 
18/09/1980 


01/08/1971 


01/06/1956 
01/05/1957 
01/11/1957 


01/11/1956 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 


Name 


Thurlow D 


Tiller C.R 


Tin M 


Tin Y.S 


Tiney S 


Tiney S.K 


Tingle F 


Tiu K.Y 


To Y.S 


Rank 


Trainee Elect Officer 
Electrical Officer 


Deck Cadet 
Dept1 (Deck) 
Deck Cadet 
Uncert Officer 
Snr 3rd Officer 


Dept1 (Deck) 
3rd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 


Bosun 


Carpenter 


Cook 


Cook 


Dept2 (Engine) 


Leading Steward 


Cook 


Ship 


Hampshire 
Berkshire 
Standby Leave 


Cheshire III 
Standby Leave 
SS Warwickshire 
Herefordshire II 
Gloucestershire 
Staffordshire Ill 
Studying 
Yorkshire III 
Shropshire 
Standby Leave 
Derbyshire III 
Warwickshire 
Toronto City 
Studying 


Staffordshire Ill 


Oxfordshire 


Dart Atlantic 
Dart Atlantic 
Dart Atlantic 


Dart Atlantic 


Standby Leave 


Yorkshire IV 
Yorkshire IV 


Cheshire IV 
Cheshire IV 


Date 


13/10/1977 
15/03/1978 
27/09/1978 


01/10/1960 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/07/1970 


01/03/1975 


15/03/1978 
30/04/1979 
26/09/1979 


13/10/1977 


01/11/1956 


21/10/1983 
13/04/1984 


10/09/1976 
23/02/1977 


Name 


Tobin T.L 


Todd A 


Toes J.W 


Tomlinson C.R 


Tomlinson J 


Towas S 


Townend R.1 


Townley J 


Rank 
C.P.O 


Dept2 (Engine) 
6th Eng Officer 


Electrical Officer 


Dept2 (Engine) 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 


5th Eng Officer 


4th Eng Officer 
3rd Eng Officer 


Serang (Deck) 


Deck Cadet 


Dept1 (Deck) 
Uncert 3rd Officer 
3rd Officer 

2nd Officer 


Chief Officer 
Ext 2nd Officer 
2nd Officer 


Baker 


Dept5 (Victualling) 


Ship 


Hampshire 


Standby Leave 
SS Warwickshire 


Berkshire 


Studying 


Standby Leave 
Staffordshire II 
Staffordshire II 
Devonshire | 
Devonshire | 
Devonshire | 
Worcestershire II 


Atlantic Bridge 


Standby Leave 
Oxfordshire 
Derbyshire III 
Herefordshire III 
Herefordshire III 
Studying 
Worcestershire III 
Wiltshire 
Standby Leave 
Berkshire 
Studying 
English Bridge 
Standby Leave 
Standby Leave 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 


Date 
01/03/1975 


01/10/1960 
18/04/1961 


23/02/1977 


07/10/1973 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


10/09/1976 


01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 


Name 


Townley J 


Toyab 


Toyab A 


Toyal 


Tozer P.F.W 


Tracey J.P 


Tracey R 


Tradewell P.F 


Rank 
Baker 


Dept5 (Victualling) 
Baker 


Cook 


Cook 


Cook 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Deck Cadet 


2nd Radio Officer 
Dept4 (Radio) 
Radio Officer 


Dept1 (Deck) 


Ship 

Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 

SS Leicestershire 
Standby Leave 
SS Warwickshire 


Lancashire IV 
Shropshire 
Shropshire 
Lancashire IV 
Lancashire IV 
Dorsetshire 


Dorsetshire 


Lancashire IV 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Lancashire IV 
Lancashire III 


Coventry City 
Standby Leave 
Warwickshire 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


25/12/1969 
01/08/1971 
29/04/1972 
18/09/1974 
27/09/1978 
21/05/1981 


27/09/1982 


01/03/1975 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


22/06/1968 
01/12/1968 


25/12/1969 
01/07/1970 
01/04/1971 


01/05/1957 
01/05/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 


Name 


Tradewell P.F 


Trayner P.W 


Traynor F 


Traynor J 


Traynor J.A 


Rank 
Dept1 (Deck) 


6th Eng Officer 


Cook 
Purser 
Cook 
Purser 
Cook 


Purser 


Dept5 (Victualling) 


Dept5 (Victualling) 
2nd Steward 


Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Ship 
Standby Leave 


Worcestershire III 


Toronto City 
Oxfordshire 
Hampshire 
Standby Leave 
Lincolnshire 
Devonshire II 
Hampshire 
Canadian Bridge 
Dart America 
Devonshire II 
Hampshire 
Standby Leave 


Standby Leave 
Standby Leave 


Standby Leave 
Devonshire | 
Devonshire | 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Shropshire 
Standby Leave 
Shropshire 
Gloucestershire 
Yorkshire III 
Yorkshire III 
Atlantic Bridge 
Westminster Bridge 
Standby Leave 
Wiltshire 
Standby Leave 
Shropshire 


Date 
14/10/1961 


01/12/1968 


29/04/1972 
18/09/1974 
18/09/1974 
01/03/1975 
01/03/1975 
19/09/1975 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
18/09/1980 


20/05/1967 
21/11/1967 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


Name 


Traynor J.A 


Tregidgo A.J 


Trigg A 


Rank 


Purser 


Carpenter 


C.P.O 
Carpenter 


P.O. 
Carpenter 


3rd Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


2nd Eng Officer 


Ship 

Atlantic Bridge 
Pacific Bridge 
Arya Bod 
Standby Leave 
Warwickshire 
Standby Leave 
Warwickshire 
Lancashire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Warwickshire 
Standby Leave 
Standby Leave 
Cheshire IV 


Atlantic Bridge 
Worcestershire III 
Derbyshire III 
Derbyshire III 
Worcestershire III 
Derbyshire III 
Pacific Bridge 
Derbyshire III 
Worcestershire III 
Worcestershire III 
Worcestershire III 
Lancashire IV 
Warwickshire 
Cambridgeshire 
Lancashire IV 
Standby Leave 
Dorsetshire 


Shropshire 
Warwickshire 
Studying 
Cheshire IV 
Standby Leave 
Herefordshire III 
Studying 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
21/05/1981 
21/10/1981 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 


Name 


Trigg A 


Tripyear P.F 


Trotman D 


Troupe G 


Trueman R.W 


Tsang S.C 


Tuck W 


Tucker K.E 


Tucker W.E 


Tufnell D 


Tully G 


Tully G.J 


Rank 
3rd Eng Officer 


9th Eng Officer 


Cook 


Radio Officer 


Dept4 (Radio) 


Leading Steward 


7th Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 
2nd Eng Officer 


9th Eng Officer 


Deck Cadet 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Snr 3rd Officer 


Dept1 (Deck) 


Ship 


Lancashire IV 


Herefordshire II 


Dart Atlantic 


Dart Atlantic 
Dart Atlantic 
Standby Leave 


Standby Leave 


Oxfordshire 


Yorkshire III 


Standby Leave 
SS Leicestershire 
SS Warwickshire 


Atlantic Bridge 
Herefordshire III 
Studying 


Worcestershire II 


Derbyshire II 


Herefordshire II 
Herefordshire II 
Derbyshire II 
Cheshire III 
Standby Leave 
Derbyshire II 
Shropshire 
Standby Leave 


Date 
10/09/1976 


01/05/1966 


27/09/1978 


01/10/1972 
07/10/1973 
19/02/1974 


30/06/1969 


18/09/1974 


01/05/1962 


14/10/1961 
01/05/1962 
01/03/1963 


18/09/1974 
01/03/1975 
19/09/1975 


01/06/1956 


01/09/1959 


01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


Name 


Tun T 


Tun W 


Tunna L.H 


Turbitt D 


Rank 


Head Steward 


Engineer Cadet 


6th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 


C.P.O 


2nd Eng Officer 


Ship 


Gloucestershire 


Gloucestershire 
Gloucestershire 
Gloucestershire 
Shropshire 
Standby Leave 
Yorkshire III 
Yorkshire III 
Standby Leave 
Studying 


Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Staffordshire IV 
Lincolnshire 
Staffordshire IV 


Warwickshire 
Standby Leave 
Ocean Bridge 
Standby Leave 
Hampshire 
Standby Leave 
Ocean Bridge 
Wiltshire 
Hampshire 
Stirling Bridge 
Cambridgeshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Devonshire II 
Devonshire II 
Hampshire 


Date 


01/04/1971 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 


26/03/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/04/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


Name 


Turbitt D 


Turnbull D.A 


Turnbull J.D 


Turner A 


Turner E 


Turner G 


Rank 
2nd Eng Officer 


Deck Cadet 


6th Eng Officer 
5th Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 


Electrical Officer 


Chief Steward 


Dept5 (Victualling) 
Chief Steward 


Purser 
Dept5 (Victualling) 


Storekeeper 


Dept5 (Victualling) 
Storekeeper 


Ship 


Wiltshire 
Trinidad & Tobago 


Staffordshire Ill 


Herefordshire III 
Herefordshire III 
Gloucestershire 
Standby Leave 
Standby Leave 
Standby Leave 
Westminster Bridge 
Studying 
Herefordshire III 


Derbyshire II 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Standby Leave 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
SS Leicestershire 
Standby Leave 


Devonshire | 
Devonshire | 
Standby Leave 
SS Leicestershire 
Worcestershire II 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Date 


21/10/1983 
13/04/1984 


22/06/1968 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 


01/03/1960 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


Name 


Turner G 


Turner J.H 


Turner K.W 


Rank 


Storekeeper 
7th Eng Officer 


6th Eng Officer 
Storekeeper 


Dept5 (Victualling) 


Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 


Purser 


8th Eng Officer 
6th Eng Officer 
4th Eng Officer 


Ship 


SS Leicestershire 
SS Leicestershire 
Shropshire 
Shropshire 

SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 


Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Staffordshire II 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Warwickshire 
Standby Leave 
Derbyshire II 

SS Warwickshire 
SS Warwickshire 
Standby Leave 
Herefordshire III 
Herefordshire II 
Herefordshire II 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Coventry City 
Standby Leave 
Standby Leave 
Staffordshire Ill 
Standby Leave 
Worcestershire III 


Herefordshire III 
Herefordshire II 
Herefordshire II 


Date 


18/04/1961 
14/10/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 


15/11/1965 
01/05/1966 
01/10/1966 


Name 


Turner K.W 


Turner R.A 


Turner T.A 


Turner W.E 


Turner W.G 


Rank 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Dept2 (Engine) 
Ext 3rd Eng Officer 


4th Eng Officer 


5th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


2nd Eng Officer 


Dept5 (Victualling) 
6th Eng Officer 


Dept2 (Engine) 
6th Eng Officer 


5th Eng Officer 
Dept2 (Engine) 


Ship 

Toronto City 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 
Studying 
Pacific Bridge 


Herefordshire II 


SS Leicestershire 
SS Leicestershire 
Herefordshire II 
Studying 

SS Warwickshire 
Yorkshire III 
Shropshire 
Herefordshire II 
Herefordshire II 
Derbyshire III 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Standby Leave 
Worcestershire III 
Toronto City 
Standby Leave 
Cheshire IV 


Studying 


Standby Leave 
Cheshire III 
Cheshire III 
Standby Leave 
Warwickshire 
Warwickshire 
Westminster Bridge 
Standby Leave 


Date 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/10/1972 


01/03/1963 


18/04/1961 
14/10/1961 
01/05/1962 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


01/03/1975 


01/05/1962 
20/05/1967 
21/11/1967 
22/06/1968 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


Name 


Turner W.G 


Turton T 


Tuson R 


Tut M.T 


Twamley D.G 


Rank 


4th Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
8th Eng Officer 


Dept3 (Electrical) 
Electrical Officer 


Deck Cadet 


3rd Eng Officer 
2nd Eng Officer 


Chief Eng Officer 


Ship 

Berkshire 
Pacific Bridge 
Atlantic Bridge 
Studying 
Standby Leave 
Standby Leave 
Lancashire IV 
Warwickshire 
Studying 
Oxfordshire 
Lincolnshire 
Lincolnshire 
Oxfordshire 
Wiltshire 
Dorsetshire 
Cambridgeshire 


Standby Leave 
Herefordshire II 


Standby Leave 
Standby Leave 
Shropshire 
Toronto City 
Herefordshire III 


Herefordshire II 
Herefordshire II 
Herefordshire II 
SS Warwickshire 
Yorkshire III 
Staffordshire II 


Toronto City 
Shropshire 
Shropshire 
Ocean Bridge 
Toronto City 
Oxfordshire 
Oxfordshire 


Date 


01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


01/11/1958 
01/09/1959 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/04/1973 


14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 


Name 


Twamley D.G 


Tweedie J 


Twemlow A.J 


Rank 
Chief Eng Officer 


Radio Officer 
Chief Eng Officer 


Carpenter 


C.P.O 
Carpenter 


P.O. 
Carpenter 
P.O, 


Dept2 (Engine) 
Engineer Cadet 
Dept2 (Engine) 
Engineer Cadet 


Ship 
Oxfordshire 
Standby Leave 
Cheshire IV 
Atlantic Bridge 
Wiltshire 
Standby Leave 
Standby Leave 
Canadian Bridge 
Devonshire II 
Ocean Bridge 
Australian Bridge 
Lincolnshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Lincolnshire 
Standby Leave 
Standby Leave 
Lincolnshire 
Standby Leave 
Dorsetshire 


Coventry City 
Ocean Bridge 
Worcestershire III 
Lancashire IV 
Ocean Bridge 
Lancashire IV 
Canadian Bridge 
Herefordshire III 
Cambridgeshire 
Herefordshire III 
Standby Leave 
Cambridgeshire 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Lancashire IV 


Date 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/03/1980 
21/10/1981 
06/04/1982 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


Name 


Twemlow A.J 


Tyler C.A.W 


Tyler J.G.B 


Tyrrell M.J 


Underhill G.V 


Rank 


Engineer Cadet 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


3rd Eng Officer 
4th Eng Officer 


3rd Eng Officer 


Dept1 (Deck) 


Ext 2nd Officer 
2nd Officer 


2nd Officer 


Chief Officer 
Dept1 (Deck) 


Chief Officer 


Captain 


Ship 


Atlantic Bridge 
Studying 
Studying 
Atlantic Bridge 
Yorkshire IV 
Standby Leave 
Standby Leave 
Stirling Bridge 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Hampshire 
Berkshire 
Standby Leave 
Standby Leave 
Yorkshire IV 


Standby Leave 
Standby Leave 


Dart America 
Dart America 


Lancashire III 
Lancashire III 
Coventry City 
Lancashire IV 
Standby Leave 


Atlantic Bridge 
English Bridge 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Australian Bridge 


Date 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 
14/10/1961 


10/09/1976 
23/02/1977 


01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


Name 


Underhill G.V 


Unsworth E 


Unsworth J.E 


Rank 


Captain 


Dept4 (Radio) 


Radio Officer 
Dept4 (Radio) 
Radio Officer 
Jnr Eng Officer 


5th Eng Officer 


4th Eng Officer 


3rd Eng Officer 


Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 


Ship 

Ocean Bridge 
Standby Leave 
Standby Leave 
Derbyshire III 
Berkshire 
Dorsetshire 
Derbyshire III 
Standby Leave 
Derbyshire IV 


Standby Leave 
Standby Leave 
Standby Leave 
SS Leicestershire 
Standby Leave 
Staffordshire III 
Shropshire 
Worcestershire III 
Shropshire 
Shropshire 
Atlantic Bridge 
Herefordshire III 
English Bridge 
Derbyshire III 
Wiltshire 
Devonshire II 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Standby Leave 
Herefordshire II 
Herefordshire III 
Cheshire III 
Herefordshire III 
Standby Leave 
Standby Leave 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
15/11/1965 
01/05/1966 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


Name 


Unsworth J.E 


Unsworth J.H 


Urquhart I.G 


Urquhart J.G 


use 


use thi 


Usher S 


Usher S.A 


Valentine F.J 


Valentine G.K 


Rank 
Dept4 (Radio) 


Radio Officer 


Radio Officer 
Dept4 (Radio) 
Radio Officer 


Radio Officer 


Butcher 


Butcher 


7th Eng Officer 
5th Eng Officer 
Dept2 (Engine) 
4th Eng Officer 
Dept2 (Engine) 


Trainee Radio Officer 
Radio Officer 


Ship 
Standby Leave 


Standby Leave 
Standby Leave 


Herefordshire II 


Standby Leave 
Standby Leave 
Hampshire 
Standby Leave 
Devonshire II 
Standby Leave 
Hampshire 
Dart Atlantic 
Dart Atlantic 
Hampshire 


Standby Leave 


Derbyshire II 


Derbyshire II 


Derbyshire II 
Derbyshire II 
Standby Leave 
Lancashire IV 
Standby Leave 
Standby Leave 


Ocean Bridge 

Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/12/1968 
30/06/1969 
25/12/1969 


10/05/1965 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/03/1975 


01/11/1958 


01/05/1958 


01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


19/09/1975 
23/02/1977 
13/10/1977 
15/03/1978 


Name 


Valentine G.K 


Valentine R 


Van Bergen J.J 


Vaughan C.J 


Veitch T 


Veitch W.H 


Velida P.J.P 


Rank 
Radio Officer 


Assistant Purser 


Ext 3rd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Uncert Officer 


Jnr 3rd Officer 
Snr 3rd Officer 
Dept1 (Deck) 


2nd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 


Dept1 (Deck) 


Ship 


Standby Leave 
Standby Leave 
Lincolnshire 
Berkshire 
Lincolnshire 
Hampshire 
Lancashire IV 
Staffordshire IV 
Studying 
Lincolnshire 
Devonshire II 
Studying 


Devonshire | 
Devonshire | 
Devonshire | 


Australian Bridge 
Lincolnshire 
Studying 
Lincolnshire 
Hampshire 
Canadian Bridge 


SS Leicestershire 
SS Leicestershire 
Yorkshire III 
Herefordshire II 
SS Warwickshire 
Studying 
Studying 


Derbyshire II 


Standby Leave 
Standby Leave 
Toronto City 


Standby Leave 


Date 


27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/06/1956 
01/11/1956 
01/05/1957 


18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


18/04/1961 
14/10/1961 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


01/09/1959 


30/06/1969 
25/12/1969 
01/07/1970 


18/04/1961 


Name 


Velida P.J.P 


Venner D 


Venner M.N 


Vick B 


Vickers L.D 


Voas P 


Wa H.W 


WaL.C 


WaL.S 


Was 


Rank 


Snr 3rd Officer 
3rd Officer 


Deck Cadet 


Deck Cadet 


Chief Eng Officer 


Dept1 (Deck) 
Deck Cadet 


Dept2 (Engine) 


Leading Steward 


G.P:0 


G.P.O 


Cook 


Ship 


Devonshire | 
SS Oxfordshire 


Worcestershire II 


SS Warwickshire 
Worcestershire II 


Worcestershire II 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Lancashire IV 
Warwickshire 


Standby Leave 
Worcestershire III 
Berkshire 
Studying 
Hampshire 
Hampshire 
Studying 


Standby Leave 


Oxfordshire 
Northamptonshire 
Northamptonshire 
Berkshire 


Berkshire 


Cheshire IV 
Yorkshire IV 
Yorkshire IV 


Cheshire IV 


Date 


14/10/1961 
01/05/1962 


01/05/1957 


01/06/1956 
01/11/1956 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
23/02/1977 


01/10/1972 


23/02/1977 
27/09/1978 
30/04/1979 
26/03/1980 


30/04/1979 


15/03/1978 
26/03/1980 
18/09/1980 


29/04/1972 


Name 


Was 


Wa Y.C 


Waddicor C.A 


Waddington N.P 


Wade C 


Rank 
Cook 


Leading Steward 


Trainee Radio Officer 


Radio Officer 


Deck Cadet 


Radio Officer 


Ship 
Cheshire IV 


Yorkshire IV 
Yorkshire IV 


Devonshire II 
Herefordshire III 
Lancashire IV 
Wiltshire 

Standby Leave 
Hampshire 
Standby Leave 
Berkshire 

Trinidad & Tobago 


Studying 
Studying 
Standby Leave 
Lancashire IV 
Studying 
Studying 
Devonshire II 
Studying 


Cheshire IV 
Yorkshire IV 
Standby Leave 
Canadian Bridge 
Mersey Bridge 
Herefordshire III 
Northamptonshire 
Cambridgeshire 
Wiltshire 
Hampshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Berkshire 
Hampshire 
Wiltshire 


Date 


01/10/1972 


30/04/1979 
26/09/1979 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 


Name 


Wade C 


Wadsworth M 


Wadsworth W.G 


Wain Z.T 


Waites A 


Waldie J.W 


Rank 
Radio Officer 


Ext 12th Eng Officer 
8th Eng Officer 
7th Eng Officer 


5th Eng Officer 


Deck Cadet 


Electrical Officer 


2nd Officer 


Chief Officer 


Dept1 (Deck) 
Captain 


Ship 


Standby Leave 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 


Shropshire 
Shropshire 


Staffordshire III 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Gloucestershire 
Shropshire 


Wiltshire 
Studying 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Herefordshire II 
Shropshire 
Shropshire 
Shropshire 
Herefordshire II 
Yorkshire III 
Herefordshire II 
Shropshire 
Shropshire 
Herefordshire II 
Worcestershire III 
Worcestershire III 
Standby Leave 
Cheshire III 
Cheshire III 


Date 
13/04/1984 


01/11/1958 
01/09/1959 
01/03/1960 


01/03/1964 
01/05/1966 


15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 


22/04/1983 
21/10/1983 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 


Name 


Waldie J.W 


Waldron P.A 


Walduck P 


Walford C.E 


Rank 


Captain 


Dept1 (Deck) 
Captain 


3rd Officer 
Dept1 (Deck) 


2nd Officer 


Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


2nd Officer 


Ship 

Toronto City 
Pacific Bridge 
Shropshire 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Standby Leave 
Pacific Bridge 
Pacific Bridge 
Standby Leave 
Atlantic Bridge 
Herefordshire III 
Atlantic Bridge 
Oxfordshire 
Mersey Bridge 
Standby Leave 
Standby Leave 
Cheshire IV 
Stirling Bridge 
Cheshire IV 
Berkshire 
Standby Leave 
Berkshire 
Berkshire 
Berkshire 


Derbyshire III 
Pacific Bridge 
Studying 
Standby Leave 
Dart Atlantic 


Arya Bod 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 
Standby Leave 
Standby Leave 


Dart Atlantic 


Date 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 


07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


01/10/1972 


Name 


Walford C.E 


Walker C.A 


Walker C.G 


Walker D 


Walker E 


Walker F 


Walker F.M 


Rank 


Ext 2nd Officer 
Dept1 (Deck) 
2nd Officer 


Captain 
Chief Officer 


2nd Eng Officer 


Dept2 (Engine) 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 


6th Eng Officer 


Plumber 


Engineer Cadet 


Ext 3rd Eng Officer 
3rd Eng Officer 


Ship 

Dart America 
Standby Leave 
Standby Leave 
Dart Atlantic 
Studying 
Standby Leave 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 


Herefordshire II 
Derbyshire II 
Derbyshire II 
Standby Leave 
Derbyshire II 


SS Leicestershire 


Devonshire | 


Studying 
Berkshire 
Lincolnshire 
Studying 
Studying 


English Bridge 
Arya Bod 
Worcestershire III 
Warwickshire 
Standby Leave 
Standby Leave 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/05/1962 


01/11/1957 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


Name 


Walker F.M 


Walker G 


Walker J 


Walker J.R 


Walker M.J 


Rank 
3rd Eng Officer 


3rd Eng Officer 


2nd Eng Officer 
Dept2 (Engine) 
Snr 2nd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Dept5 (Victualling) 
6th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 


Carpenter 


Radio Officer 


Ship 

Standby Leave 
Standby Leave 
Laid Up 

Laid Up 
Staffordshire IV 


SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Studying 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Warwickshire 
Studying 

SS Leicestershire 


Standby Leave 
Yorkshire III 
Dart Atlantic 
Dart America 
Dart America 
Dart Atlantic 
Dart Atlantic 
Dart America 


Staffordshire III 
Lancashire IV 
Lancashire III 
Atlantic Bridge 
Warwickshire 
Derbyshire III 
Atlantic Bridge 


Cambridgeshire 
Berkshire 
Cheshire IV 
Standby Leave 


Date 


23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/11/1956 
25/12/1969 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


Name 


Walker M.J 


Walker P 


Walker R.S 


Walker S.L.J 


Wallace E 


Waller R 


Waller R.A 


Rank 
Radio Officer 


2nd Elect Officer 
Electrical Officer 


Purser 


3rd Officer 


Dept2 (Engine) 
6th Eng Officer 


2nd Radio Officer 


Radio Officer 


2nd Radio Officer 
Dept4 (Radio) 
2nd Radio Officer 


Radio Officer 


Ship 


Hampshire 
Dorsetshire 


Derbyshire III 
Oxfordshire 


English Bridge 
Liverpool Bridge 
Mersey Bridge 
Standby Leave 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 
Yorkshire IV 
Standby Leave 
Hampshire 
Studying 
Staffordshire IV 
Lincolnshire 
Devonshire II 


Standby Leave 
Herefordshire II 


Derbyshire II 
Derbyshire II 
Shropshire 


Herefordshire II 
Standby Leave 
Derbyshire II 
Derbyshire II 

SS Warwickshire 
Cheshire III 
Cheshire III 
Yorkshire III 


Date 


06/04/1982 
27/09/1982 


19/02/1974 
18/09/1974 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1960 
18/04/1961 


01/11/1957 
01/09/1959 
14/10/1961 


01/11/1956 
01/05/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
01/05/1962 


Name 


Waller R.A 


Wallis M 


Walmsley J 


Walsh J.D 


Rank 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


Dept4 (Radio) 
Radio Officer 


Deck Cadet 


3rd Eng Officer 


2nd Radio Officer 
Radio Officer 


Ship 

Yorkshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Cheshire III 
Cheshire III 
Yorkshire III 
Standby Leave 
Derbyshire III 
Coventry City 
Standby Leave 
Derbyshire III 
Coventry City 
Berkshire 
Derbyshire III 
Standby Leave 
Cheshire IV 
Toronto City 
Lincolnshire 
English Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Northamptonshire 
Cambridgeshire 
Standby Leave 
Standby Leave 
Derbyshire IV 


Studying 


Staffordshire II 
Staffordshire II 


Coventry City 
Atlantic Bridge 
Worcestershire III 


Date 


01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


13/10/1977 


01/11/1956 
01/05/1957 


01/08/1971 
29/04/1972 
01/04/1973 


Name 


Walsh J.D 


Walsh J.J 


Walsh W 


Walsh W.R 


Walters A 


Walters M.S 


Walton J 


Walton J.J 


WaneA 


Warburton P.R.R 


Warburton W 


Rank 
Radio Officer 


Purser 


4th Eng Officer 


Senior Mechanic 
Bosun 


2nd Eng Officer 


Carpenter 


Engineer Cadet 


5th Eng Officer 


Dept2 (Engine) 
5th Eng Officer 


3rd Officer 


Dept5 (Victualling) 


Ship 
Lancashire IV 


Standby Leave 
Oxfordshire 


Atlantic Bridge 
Standby Leave 


Derbyshire II 


Dart America 
Dart America 


Dart Atlantic 
Dart America 
Dart Atlantic 
Dart Atlantic 
Standby Leave 


Canadian Bridge 


Studying 
Studying 
Studying 
Studying 
Lincolnshire 
Hampshire 


Yorkshire III 
Coventry City 
Standby Leave 
Derbyshire III 


Yorkshire III 


Standby Leave 


Date 


07/10/1973 
19/02/1974 
18/09/1974 


07/10/1973 
19/02/1974 


01/11/1956 


29/04/1972 
16/02/1976 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


10/09/1976 


21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 


01/05/1966 


01/05/1957 


Name 


Warburton W 


Ward C.A 


Ward D.N 


Ward W.D 


Ward W.M.I 


Warling J.H 


Warre-Dymond A 


Warren D.A 


Rank 
Chef 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Senior Elect Officer 
Electrical Officer 


Electrical Officer 


C.PO 


Chief Eng Officer 


Storekeeper 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
Snr 3rd Officer 


Dept1 (Deck) 


6th Eng Officer 


Ship 


Herefordshire II 
Herefordshire II 


Atlantic Bridge 
Toronto City 

Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Atlantic Bridge 


Gloucestershire 
Gloucestershire 
Yorkshire III 
Worcestershire III 


Australian Bridge 


Berkshire 


Lincolnshire 
Devonshire II 
English Bridge 


SS Leicestershire 
Yorkshire III 
Yorkshire III 
Yorkshire III 
Derbyshire II 
Studying 
Shropshire 
Herefordshire III 
Shropshire 
Studying 


Shropshire 


Date 


01/11/1957 
01/05/1958 


01/04/1971 
01/08/1971 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 


13/10/1977 


23/02/1977 


18/09/1974 
01/03/1975 
19/09/1975 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


21/11/1967 


Name 


Watchorn D 


Watchorn D.M 


Waterson N 


Watson 


Watson A.P 


Watson C.T 


Watson L.A 


Watson R.M 


Rank 


Chief Officer 


Chief Officer 


7th Eng Officer 


Engineer Cadet 


Deck Cadet 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
3rd Officer 
Dept1 (Deck) 


Jnr Eng Officer 


5th Eng Officer 


Engineer Cadet 


Ship 


Dart America 


Dart America 
Standby Leave 


SS Leicestershire 
SS Leicestershire 


Studying 
Studying 
Studying 
Studying 
Hampshire 
Berkshire 
Studying 
Studying 


Lancashire IV 
Yorkshire III 
Derbyshire III 
Standby Leave 
Derbyshire III 
Studying 
Cheshire IV 
Studying 


Lancashire IV 
Atlantic Bridge 
Lincolnshire 


Studying 
Herefordshire III 
Devonshire II 
Studying 
Studying 


Date 


29/04/1972 


01/10/1972 
01/04/1973 


01/05/1957 
01/11/1957 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 


18/09/1974 
01/03/1975 
19/09/1975 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


Name 


Watson T.H 


Watson T.M 


Watt J.S 


Wattrett K 


Watts A 


Watts J.S 


Waugh C.W 


Waugh D 


Waugh G.W 


Wayne A 


Weall A 


Rank 


6th Eng Officer 


Electrical Officer 


Dept1 (Deck) 
Deck Cadet 
Dept1 (Deck) 
Deck Cadet 


Carpenter 


Purser 


Deck Cadet 


2nd Officer 


Electrical Officer 


Snr 3rd Officer 


2nd Officer 
Ext 2nd Officer 
2nd Officer 
Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


5th Eng Officer 


Ext 4th Eng Officer 
4th Eng Officer 


Ship 


Herefordshire II 


Standby Leave 


Studying 
Studying 
Standby Leave 
Shropshire 


Worcestershire III 
Staffordshire Ill 


Cheshire IV 


Lancashire IV 
Shropshire 


Oxfordshire 


Coventry City 
Cheshire IV 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Staffordshire II 
Staffordshire II 
Standby Leave 
SS Oxfordshire 
Studying 
Studying 


Toronto City 


Wiltshire 
Toronto City 


Date 


14/10/1961 


01/03/1975 


01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 


22/06/1968 
01/12/1968 


01/04/1973 


21/11/1967 
22/06/1968 


01/03/1960 


19/02/1974 
18/09/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/10/1960 
18/04/1961 


01/12/1968 


01/07/1970 
01/04/1971 


Name 


Weall K 


Weatherby D.S 


Webb R 


Webb R.W 


Webster A 


Webster A.D 


Webster A.D.C 


Rank 


Dept2 (Engine) 
3rd Eng Officer 


Dept1 (Deck) 
Deck Cadet 


9th Eng Officer 


Dept2 (Engine) 
8th Eng Officer 


Carpenter 


Engineer Cadet 


5th Eng Officer 


Dept2 (Engine) 


Engineer Cadet 
Dept2 (Engine) 
4th Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Ext 3rd Eng Officer 
2nd Eng Officer 
Chief Eng Officer 
2nd Eng Officer 


Ship 


Standby Leave 
Warwickshire 
Toronto City 


Standby Leave 
Standby Leave 


Derbyshire II 


Standby Leave 
Derbyshire II 


Westminster Bridge 


Lancashire IV 
Lancashire III 
Worcestershire III 


Studying 
Studying 
Studying 
Standby Leave 
Warwickshire 
Shropshire 
Studying 
Coventry City 
Wiltshire 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 
Hampshire 
Atlantic Bridge 
Studying 

Dart Atlantic 
Dorsetshire 
Lincolnshire 


Date 


01/08/1971 
01/10/1972 
01/04/1973 


01/10/1972 
01/04/1973 


01/05/1958 


01/11/1957 
01/11/1958 


30/06/1969 


22/06/1968 
01/12/1968 
30/06/1969 


01/05/1966 
01/10/1966 
20/05/1967 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 


Name 


Webster A.D.C 


Webster A.D.L 


Webster I.G 


Webster K.A 


Webster R 


Webster R.A 


Webster W.A 


Webster W.A.S 


Rank 


Chief Eng Officer 
2nd Eng Officer 


Engineer Cadet 


Engineer Cadet 


Jnr Eng Officer 


Jnr Eng Officer 
4th Eng Officer 
5th Eng Officer 


3rd Officer 
2nd Officer 


Captain 

2nd Officer 
Captain 
Chief Officer 


4th Eng Officer 


5th Eng Officer 
4th Eng Officer 
2nd Eng Officer 


Ship 

Studying 
Hampshire 
Staffordshire IV 
Lincolnshire 
Hampshire 
Standby Leave 
Standby Leave 


Staffordshire Ill 


Studying 
Cheshire IV 
Studying 
Hampshire 
Studying 


Standby Leave 


Standby Leave 
Devonshire II 
Atlantic Bridge 


Oxfordshire 
Worcestershire III 
Herefordshire III 
Atlantic Bridge 
Studying 

Ocean Bridge 
Studying 

Ocean Bridge 
Standby Leave 


Standby Leave 


Derbyshire III 
Australian Bridge 
Studying 


Date 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 


21/11/1967 


13/10/1977 
26/09/1979 
26/03/1980 
26/03/1980 
18/09/1980 


01/03/1975 


19/09/1975 
16/02/1976 
23/02/1977 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


18/09/1974 


01/04/1973 
07/10/1973 
19/02/1974 


Name 


Weddle B.O 


Weekes R 


Weekes R.J 


Weinham L.P 


Weinman L.P 


Weir R 


Rank 
2nd Eng Officer 


Dept5 (Victualling) 


Baker 


Uncert Officer 
3rd Officer 
2nd Officer 


Deck Cadet 


Uncert Officer 
3rd Officer 
Dept1 (Deck) 
2nd Officer 


Dept1 (Deck) 
2nd Officer 


2nd Officer 
Dept1 (Deck) 
2nd Officer 


Chief Officer 


Dept1 (Deck) 
Chief Officer 
Dept1 (Deck) 
Chief Officer 


Ship 
Yorkshire III 


Standby Leave 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Gloucestershire 
Staffordshire Ill 
Staffordshire Ill 


Herefordshire II 
Herefordshire III 
Herefordshire II 
Gloucestershire 
Yorkshire III 
Standby Leave 
Staffordshire III 
Staffordshire III 
Gloucestershire 
Standby Leave 
Standby Leave 
Shropshire 
Derbyshire III 


Cheshire II 
Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
Worcestershire II 
SS Leicestershire 
SS Leicestershire 
Cheshire III 
Cheshire III 
Standby Leave 
Yorkshire III 
Standby Leave 
Cheshire III 

SS Leicestershire 


Date 
01/05/1966 


14/10/1961 


01/11/1957 
01/05/1958 
01/11/1958 


01/05/1966 
01/10/1966 
01/12/1968 


01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
20/05/1967 
21/11/1967 
22/06/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/04/1973 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


Name 


Weir R 


Welburn B 


Welch C.G 


Welford A 


Rank 


Chief Officer 
Dept1 (Deck) 


Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 
Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


8th Eng Officer 


Surgeon 


8th Eng Officer 


Ship 


Staffordshire III 
Standby Leave 
Standby Leave 
Yorkshire III 
Standby Leave 
Lancashire IV 
Standby Leave 
Derbyshire III 
Standby Leave 
Derbyshire III 
Worcestershire III 
Gloucestershire 
Gloucestershire 
Derbyshire III 
Warwickshire 
Standby Leave 
Standby Leave 
Lancashire IV 
Herefordshire III 
Standby Leave 
Standby Leave 
Lancashire IV 
Cheshire IV 
Lancashire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Lancashire IV 
Lancashire IV 
Standby Leave 
Standby Leave 


Herefordshire III 


SS Warwickshire 
SS Warwickshire 


Worcestershire II 


Date 


14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


21/11/1967 


01/06/1956 
01/11/1956 


01/10/1960 


Name 


Welford A.L 


Wellings C.D 


Wellings W.J 


Wells C.J.L 


Welsh A.P 


Welsh J.V 


WestA 


West A.S 


West D.S 


Whalley T 


Whalley T.J 


Rank 


Dept2 (Engine) 


2nd Elect Officer 


Dept2 (Engine) 
2nd Elect Officer 


Dept3 (Electrical) 


Surgeon 


Deck Cadet 


Electrical Officer 


Electrical Officer 


Dept2 (Engine) 
Electrical Officer 


Electrical Officer 


Dept2 (Engine) 


6th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


Ship 


Standby Leave 


Herefordshire II 


Standby Leave 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 
Standby Leave 


SS Leicestershire 


Derbyshire III 
Atlantic Bridge 
English Bridge 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Gloucestershire 


Standby Leave 
Staffordshire III 
Staffordshire III 


Staffordshire Ill 


Standby Leave 
Standby Leave 


Staffordshire III 
Staffordshire III 
Standby Leave 


Date 


01/03/1960 


01/10/1960 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


18/04/1961 


19/09/1975 
16/02/1976 
23/02/1977 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 


01/10/1966 


01/05/1966 
21/11/1967 
22/06/1968 


20/05/1967 


01/12/1968 
30/06/1969 


25/12/1969 
01/07/1970 
01/04/1971 


Name 


Wharton G 


Wheatley A 


Wheatly A.G 


Wheeler D 


Whelan H 


While F 


Whitaker J 


Whitby D.P 


Rank 
2nd Steward 


Dept1 (Deck) 
Deck Cadet 


3rd Officer 


Deck Cadet 


Chief Eng Officer 


Cook 


Purser 


2nd Eng Officer 
Chief Eng Officer 


Dept2 (Engine) 
4th Eng Officer 


Ship 


Westminster Bridge 


Standby Leave 
Australian Bridge 
Lincolnshire 
Atlantic Bridge 
Studying 
Canadian Bridge 


Berkshire 
Lancashire IV 
Studying 


Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Australian Bridge 
Mersey Bridge 
Laid Up 


Canadian Bridge 
Wiltshire 


Standby Leave 
Australian Bridge 
Lincolnshire 
Australian Bridge 
Yorkshire IV 


Hampshire 
Derbyshire III 
Cheshire IV 
Wiltshire 
Hampshire 
Standby Leave 


Standby Leave 
Yorkshire III 


Date 
25/12/1969 


07/10/1973 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/02/1974 
18/09/1974 
01/03/1975 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


10/09/1976 
30/04/1979 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


18/04/1961 
14/10/1961 


Name 


Whitby D.P 


White B.R 


White G.T 


White M 


White M.A 


White P.L 


White R 


Whitefoot-Greenland T.V 


Rank 
4th Eng Officer 


7th Eng Officer 
6th Eng Officer 


2nd Elect Officer 


Bosun 


Dept2 (Engine) 


Dept2 (Engine) 
5th Eng Officer 


7th Eng Officer 


Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 


Purser 


Ship 


Derbyshire II 
Derbyshire II 


Herefordshire II 
Herefordshire II 


Hampshire 


Toronto City 
Wiltshire 


Standby Leave 


Standby Leave 
Warwickshire 


Devonshire | 
Devonshire | 


Shropshire 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Shropshire 
Warwickshire 
Berkshire 
Oxfordshire 
Lancashire IV 
Worcestershire III 
Lancashire IV 
Ocean Bridge 
Berkshire 
Cheshire IV 
Dorsetshire 
Standby Leave 
Standby Leave 
Standby Leave 
Cheshire IV 


Date 


01/05/1962 
01/03/1963 


14/10/1961 
01/05/1962 


19/02/1974 


01/12/1968 
30/06/1969 


01/11/1957 


30/06/1969 
25/12/1969 


01/06/1956 
01/11/1956 


22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
29/04/1972 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 


Name 


Whitefoot-Greenland T.V 


Whitehouse C 


Whiteside P 


Whitfield R 


Whiting I.M 


Whitlock J.S 


Whittaker M 


Rank 


Purser 


Chief Eng Officer 


Electrical Officer 


4th Eng Officer 


C.P.O 


Deck Cadet 


Electrical Officer 


Engineer Cadet 


Ship 

Cheshire IV 
Hampshire 
Standby Leave 
Standby Leave 
Herefordshire III 


Wiltshire 
Standby Leave 
Standby Leave 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 
Berkshire 
Standby Leave 
Standby Leave 


Wiltshire 


Wiltshire 


Ocean Bridge 
Standby Leave 
Hampshire 
Cheshire IV 
Studying 
Standby Leave 
Studying 
Studying 


Westminster Bridge 
Standby Leave 


Studying 
Studying 
Studying 
Berkshire 
Dorsetshire 


Date 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


15/03/1978 
30/04/1979 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


19/09/1975 


26/03/1980 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/10/1972 
01/04/1973 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


Name 


Whittaker M 


Whittaker M.A 


Whitten S.J 


Whittle A.J 


Whitton R 


Whitton R.E 


Rank 


Engineer Cadet 


Jnr Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 


Engineer Cadet 


Jnr Eng Officer 
5th Eng Officer 


4th Eng Officer 


Radio Officer 


Radio Officer 


Ship 


Studying 
Studying 


Devonshire II 
Hampshire 
Standby Leave 


Studying 
Studying 
Studying 
Studying 
Warwickshire 
Studying 
Dorsetshire 
Standby Leave 
Cambridgeshire 
Staffordshire IV 
Standby Leave 
Dorsetshire 


Studying 
Studying 
Studying 
Cheshire IV 
Worcestershire III 
Studying 
Studying 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Lancashire IV 
Wiltshire 
Cheshire IV 
Lancashire IV 


Standby Leave 


Standby Leave 
Standby Leave 
Standby Leave 


Date 


21/05/1981 
21/10/1981 


27/09/1982 
22/04/1983 
13/04/1984 


18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


19/09/1975 


18/09/1974 
01/03/1975 
16/02/1976 


Name 


Whitton R.E 


Wicks C 


Wienmann L.P 


Wignall |.F 


Wilburn R.M 


Rank 
Radio Officer 


Dept1 (Deck) 
Chief Officer 
Ext Chief Officer 
Dept1 (Deck) 
Captain 


2nd Officer 


Electrical Officer 


3rd Eng Officer 


Jnr Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


Ship 
Herefordshire III 
Standby Leave 
Studying 

Silver Bridge 


Standby Leave 
Wiltshire 
Lincolnshire 
Standby Leave 
Wiltshire 
Wiltshire 
Standby Leave 
Standby Leave 
Devonshire II 
Lincolnshire 


Cheshire IV 


Cheshire IV 
Herefordshire III 
Wiltshire 
Lancashire IV 
Herefordshire III 
Standby Leave 
Standby Leave 
Safe Esperia 
Safe Esperia 


English Bridge 
Standby Leave 
Dart Atlantic 
Standby Leave 
Studying 
Standby Leave 
Dart Atlantic 
Dorsetshire 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 


Date 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


01/10/1972 


26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
22/04/1983 
21/10/1983 
13/04/1984 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


Name 


Wilburn R.M 


Wilcock M 


Wilcox H.W 


Wild R.H 


Wilde C 


Wilding C.M 


Wilding J 


Wilding K.E 


Rank 
2nd Eng Officer 


Electrical Officer 


Bosun 


Jnr Eng Officer 


5th Eng Officer 


2nd Eng Officer 
5th Eng Officer 
4th Eng Officer 


Chef 


Engineer Cadet 


Jnr Eng Officer 


Dept2 (Engine) 
7th Eng Officer 
6th Eng Officer 


Jnr Eng Officer 


Ext 4th Eng Officer 


Ship 


Staffordshire IV 
Lincolnshire 


Standby Leave 


Coventry City 


Derbyshire III 
Arya Bod 
Standby Leave 
Standby Leave 
Lancashire IV 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Mersey Bridge 
Standby Leave 
Berkshire 


SS Warwickshire 


Studying 
Studying 
Herefordshire III 
Studying 
Standby Leave 
Studying 
Studying 
Yorkshire IV 


Standby Leave 
SS Leicestershire 
SS Leicestershire 


Standby Leave 
Standby Leave 
Standby Leave 
Dart Atlantic 


Date 


21/10/1983 
13/04/1984 


13/10/1977 


01/04/1971 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 


01/11/1958 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


01/11/1957 
01/05/1958 
01/11/1958 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 


Name 


Wilford D.W 


Wiliamson A.N 


Wilis W.H 


Wilkins A.D 


Wilkins D.A 


Wilkinson A 


Wilkinson A.D 


Wilkinson A.J 


Wilkinson D.P 


Wilkinson D.R 


Wilkinson J.F 


Rank 


Purser 


Captain 


Baker 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Engineer Cadet 


6th Eng Officer 


2nd Eng Officer 


5th Eng Officer 


2nd Officer 


5th Eng Officer 


Assistant Purser 


Ship 


Standby Leave 
Hampshire 


Herefordshire II 


Cheshire II 


Studying 

Pacific Bridge 
Ocean Bridge 
Studying 
Studying 
Worcestershire III 
Ocean Bridge 
Lancashire IV 
Lancashire IV 
Standby Leave 


Studying 


SS Leicestershire 


Studying 


SS Leicestershire 


Herefordshire II 


SS Oxfordshire 


Cheshire II 
Cheshire II 

SS Oxfordshire 
Devonshire | 
Devonshire | 
Devonshire | 


Date 


23/02/1977 
13/10/1977 


01/03/1964 


01/11/1956 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
10/09/1976 
23/02/1977 


01/04/1971 


01/06/1956 


13/10/1977 


01/11/1956 


14/10/1961 


01/05/1957 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


Name 


Wilkinson J.F 


Wilkinson J.K 


Wilkinson J.M 


Wilkinson K.K 


Willard C.J 


Rank 
Assistant Purser 
Deputy Purser 
Purser 
Deputy Purser 
Dept5 (Victualling) 
Purser 
Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Ext 2nd Officer 
2nd Officer 


Dept1 (Deck) 


Chief Officer 


Deck Cadet 


Captain 


Deck Cadet 


Ship 
Devonshire | 
Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Pacific Bridge 
Standby Leave 
Worcestershire III 
Standby Leave 
Derbyshire III 
Ocean Bridge 
Standby Leave 
Shropshire 
Lincolnshire 


Shropshire 
Staffordshire III 
Derbyshire III 
Worcestershire III 
Berkshire 
Studying 
Standby Leave 
Worcestershire III 


Standby Leave 
Lancashire IV 
Warwickshire 
Dorsetshire 
Lancashire IV 


Studying 


SS Warwickshire 
SS Warwickshire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 


Date 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/05/1962 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 


25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
07/10/1973 
19/02/1974 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 


01/04/1973 


01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Willard C.J 


Willetts J 


Williams A.D 


Williams B.R.B 


Williams D.A 


Williams D.F 


Williams D.J 


Williams E.J 


Rank 


Uncert Officer 
Snr 3rd Officer 


Dept1 (Deck) 


3rd Officer 


Chef 


Jnr Eng Officer 


5th Eng Officer 


Trainee Elect Officer 
Electrical Officer 


2nd Radio Officer 


Captain 


2nd Elect Officer 


Electrical Officer 


Electrical Officer 


Ship 
Shropshire 
Lancashire IV 
Lancashire IV 
Studying 
Studying 
Derbyshire III 


Derbyshire II 


Standby Leave 


Coventry City 


Dart America 
Warwickshire 
Berkshire 


SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
SS Leicestershire 
Coventry City 
Standby Leave 
Toronto City 
Coventry City 


Worcestershire II 
Worcestershire II 
Worcestershire II 
Worcestershire II 
SS Oxfordshire 
Derbyshire II 


Atlantic Bridge 
Pacific Bridge 
Herefordshire III 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 


01/06/1956 


16/02/1976 


01/04/1973 


15/03/1978 
27/09/1978 
30/04/1979 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


01/04/1973 
07/10/1973 
19/02/1974 


Name 


Williams G 


Williams G.E 


Williams G.J 


Williams G.T 


Williams H 


Williams J 


Williams J.B 


Rank 


Butcher 


2nd Elect Officer 
Dept3 (Electrical) 


Butcher 


Dept2 (Engine) 
Engineer Cadet 


Dept2 (Engine) 
Engineer Cadet 
Jnr Eng Officer 


5th Eng Officer 
4th Eng Officer 


Engineer Cadet 


Dept3 (Electrical) 


Electrical Officer 


Carpenter 


2nd Officer 
4th Eng Officer 


2nd Officer 
Chief Officer 


Ship 
Worcestershire II 
Worcestershire II 
SS Warwickshire 
Standby Leave 
Standby Leave 


Worcestershire II 
Worcestershire II 
Worcestershire II 


Studying 

Pacific Bridge 
Ocean Bridge 
Studying 
Studying 
Worcestershire III 
Worcestershire III 
Dart Atlantic 


Studying 


Standby Leave 
Standby Leave 
Derbyshire II 
Derbyshire II 
Devonshire | 
Devonshire | 
Warwickshire 


Cheshire IV 
Dart America 
Dart Atlantic 
Standby Leave 


Atlantic Bridge 
Ocean Bridge 

Standby Leave 
Standby Leave 
Standby Leave 


Date 


01/11/1958 
01/09/1959 
14/10/1964 
10/05/1965 
15/11/1965 


01/05/1957 
01/11/1957 
01/05/1958 


01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
10/09/1976 


01/04/1971 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
30/06/1969 


01/04/1971 
19/02/1974 
18/09/1974 
01/03/1975 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 


Name 


Williams J.B 


Williams J.H 


Williams J.W 


Williams K 


Williams K.J 


Rank 
Chief Officer 


Plumber 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
3rd Officer 


Dept1 (Deck) 


2nd Officer 


Ext 2nd Officer 
2nd Officer 
Captain 


Chief Officer 


Plumber 


7th Eng Officer 
4th Eng Officer 
Chief Eng Officer 


Chief Eng Officer 


Ship 

Standby Leave 
Australian Bridge 
Ocean Bridge 
Ocean Bridge 
Stirling Bridge 


Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Devonshire | 
Yorkshire III 
Yorkshire III 
Cheshire III 
Cheshire III 
Derbyshire III 
Pacific Bridge 
Toronto City 
Standby Leave 
Warwickshire 
Worcestershire III 
Studying 
Wiltshire 
Lincolnshire 
Standby Leave 
Ocean Bridge 
Standby Leave 
Studying 
Studying 
Lancashire IV 
Worcestershire III 


Devonshire | 


SS Warwickshire 
SS Warwickshire 
Dart Atlantic 


Dart America 


Date 


19/09/1975 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
18/04/1961 
14/10/1961 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/10/1960 


01/10/1960 
18/04/1961 
29/04/1972 


01/10/1972 


Name 


Williams K.J 


Williams K.T 


Williams N.H 


Williams O.P 


Williams P.G 


Rank 
Chief Eng Officer 


Chief Eng Officer 


Engineer Cadet 


Jnr Eng Officer 


Butcher 


Dept5 (Victualling) 


Deck Cadet 


Uncert Officer 
Dept1 (Deck) 
2nd Officer 
3rd Officer 


Chief Officer 


2nd Officer 


Ship 

Dart America 
Dart America 
Standby Leave 
Dart America 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Dart America 


Standby Leave 


Studying 
Studying 
Standby Leave 
Standby Leave 
Lincolnshire 
Devonshire II 


Worcestershire II 
Worcestershire II 
Standby Leave 


Herefordshire II 
Lancashire IV 
Lancashire IV 
Warwickshire 
Derbyshire III 
Oxfordshire 
Studying 
Studying 
Pacific Bridge 
Lincolnshire 
Studying 
Studying 
Standby Leave 
Atlantic Bridge 
Cheshire IV 
English Bridge 


Date 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
13/10/1977 
15/03/1978 


23/02/1977 


16/02/1976 
23/02/1977 
13/10/1977 
15/03/1978 
26/09/1979 
26/03/1980 


01/10/1960 
18/04/1961 
14/10/1961 


01/12/1968 
30/06/1969 
25/12/1969 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 


Name 


Williams P.G 


Williams P.J 


Williams P.P 


Williams R 


Williams R.E 


Williams T.D 


Williams W.G.S 


Williamson A 


Rank 
2nd Officer 


Captain 
Chief Officer 


Ext Chief Officer 
Chief Officer 


Deck Cadet 


Dept2 (Engine) 


2nd Steward 

Jnr Eng Officer 
5th Eng Officer 
4th Eng Officer 


2nd Eng Officer 
3rd Eng Officer 
2nd Eng Officer 


3rd Radio Officer 


2nd Radio Officer 


Dept2 (Engine) 
7th Eng Officer 


Ext 2nd Officer 


Carpenter 


Ship 

Berkshire 
Standby Leave 
Standby Leave 
Studying 
Berkshire 
Lancashire IV 
Lincolnshire 
Lincolnshire 
Staffordshire IV 


Derbyshire III 


Standby Leave 


Wiltshire 
Toronto City 
Berkshire 
Toronto City 
Atlantic Bridge 
Lancashire IV 
Lincolnshire 
Standby Leave 
Standby Leave 
Studying 
Standby Leave 
Warwickshire 


SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Warwickshire 


Standby Leave 
SS Leicestershire 


Worcestershire III 


Worcestershire II 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 


01/07/1970 


01/08/1971 


01/12/1968 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 


01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


18/04/1961 
01/03/1964 


01/10/1972 


01/05/1958 


Name 


Williamson A.N 


Williamson A.R 


Williamson E.F 


Williamson J 


Williamson J.M 


Williamson W.M 


Rank 


Captain 
Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Dept1 (Deck) 
Captain 


Carpenter 


Jnr Eng Officer 


Dept2 (Engine) 
3rd Eng Officer 


Radio Officer 


5th Eng Officer 


Ship 


Cheshire II 
Standby Leave 
Standby Leave 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Standby Leave 
Cheshire III 
Cheshire III 
Cheshire III 
Cheshire III 
Standby Leave 
Herefordshire II 
Herefordshire III 
Herefordshire II 
Herefordshire III 
Herefordshire II 
Herefordshire II 
Standby Leave 
Herefordshire III 
Herefordshire III 
Herefordshire II 


Worcestershire II 
Devonshire | 


Dorsetshire 
Standby Leave 
Derbyshire IV 


Standby Leave 
Devonshire | 


Shropshire 
Atlantic Bridge 


Worcestershire III 


Pacific Bridge 


Lancashire IV 


Date 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/11/1958 
01/09/1959 


26/09/1979 
26/03/1980 
18/09/1980 


01/11/1958 
01/09/1959 


01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 


22/06/1968 


Name 


Williamson W.M 


Williis W.H 


Willis A 


Willis F 


Willis F.J 


Rank 
5th Eng Officer 


Dept5 (Victualling) 


Ext 2nd Steward 


Baker 


Baker 


Dept5 (Victualling) 
2nd Steward 
Dept5 (Victualling) 
2nd Steward 
Dept2 (Engine) 
Purser 


Dept5 (Victualling) 
Purser 


Dept5 (Victualling) 
Purser 


Ship 


Lancashire III 


Standby Leave 


Devonshire | 
Devonshire | 


SS Oxfordshire 
SS Oxfordshire 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Leicestershire 
Standby Leave 
SS Warwickshire 
Standby Leave 
Gloucestershire 
Standby Leave 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Toronto City 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 
Standby Leave 
Dart America 
Dart America 
Dart Atlantic 
Standby Leave 
Standby Leave 


Date 
01/12/1968 


01/05/1957 


01/06/1956 
01/11/1956 


01/11/1958 
01/09/1959 


01/05/1957 
01/11/1957 
01/05/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
23/02/1977 


Name 


Willis F.J 


Willis H.W 


Willis W.H 


Willoughby B 


Willoughby K.S 


Willoughby R.S 


Rank 


Purser 


Dept5 (Victualling) 


Baker 


Jnr Eng Officer 


4th Eng Officer 


3rd Eng Officer 
2nd Eng Officer 
3rd Eng Officer 


2nd Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 


3rd Eng Officer 
2nd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


Ship 

Dart Atlantic 
Standby Leave 
Dart Atlantic 
Wiltshire 
Standby Leave 
Standby Leave 


Standby Leave 


Cheshire II 


Standby Leave 
Derbyshire III 
Standby Leave 
Lincolnshire 
Atlantic Bridge 
Dart America 
Standby Leave 
Standby Leave 
Standby Leave 
Studying 
Stirling Bridge 
Dorsetshire 
Dart Atlantic 
Cheshire IV 
Staffordshire IV 
Lancashire IV 
Devonshire II 
Wiltshire 


Standby Leave 


Devonshire | 
Derbyshire II 
Herefordshire II 
Herefordshire II 
Herefordshire II 
Studying 
Herefordshire II 
Studying 


Date 


13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 


01/10/1966 


01/06/1956 


01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


01/11/1957 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 


Name 


Willoughby R.S 


Wilmot M.K 


Rank 


Dept2 (Engine) 
2nd Eng Officer 
Dept2 (Engine) 


Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Dept2 (Engine) 
Chief Eng Officer 


Radio Officer 


Dept4 (Radio) 


Ship 

Standby Leave 
Staffordshire III 
Studying 
Studying 
Standby Leave 
Standby Leave 
Derbyshire III 
Shropshire 
Yorkshire III 
Warwickshire 
Shropshire 
Standby Leave 
Berkshire 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Coventry City 
Arya Bod 
Standby Leave 
Dart Atlantic 
Standby Leave 
Atlantic Bridge 
Mersey Bridge 
Standby Leave 
Standby Leave 
Stirling Bridge 
Lancashire IV 
Standby Leave 
Standby Leave 
Cheshire IV 
Cheshire IV 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Berkshire 

Safe Esperia 


Dart Atlantic 
Dart Atlantic 
Standby Leave 


Date 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


29/04/1972 
01/04/1973 
07/10/1973 


Name 


Wilson A.C 


Wilson D.J 


Wilson D.K 


Wilson D.K.B 


Wilson G 


Wilson H 


Wilson L 


Wilson M.W 


Rank 


Dept2 (Engine) 
11th Eng Officer 
7th Eng Officer 


6th Eng Officer 


Uncert 3rd Officer 


Dept2 (Engine) 


Dept2 (Engine) 


3rd Eng Officer 


2nd Eng Officer 


Dept2 (Engine) 


2nd Eng Officer 


Storekeeper 


Cook 


Electrical Officer 


12th Eng Officer 
10th Eng Officer 


7th Eng Officer 


Ship 


Standby Leave 
SS Oxfordshire 
SS Warwickshire 
SS Warwickshire 
SS Warwickshire 


Oxfordshire 


Studying 


Studying 
Standby Leave 
Worcestershire II 
Worcestershire II 
Worcestershire II 
Cheshire III 
Yorkshire III 
Yorkshire III 
Standby Leave 
Standby Leave 
Herefordshire II 
Yorkshire III 


Dart Atlantic 
Dart America 


Hampshire 
Lincolnshire 


Derbyshire III 
Wiltshire 
Ocean Bridge 


SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 


Date 


01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 


01/03/1975 


01/09/1959 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


18/09/1974 
19/09/1975 


01/03/1975 
23/02/1977 


30/06/1969 
25/12/1969 
01/07/1970 


01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 


Name 


Wilson M.W 


Wilson P.K 


Winder L.G.C 


Windle D.G 


Wing T.Y 


Winter M.J 


Wolfenden P 


Rank 
5th Eng Officer 


Jnr Eng Officer 


Deck Cadet 


Engineer Cadet 


C.P.O 


Captain 


Carpenter 


Ship 


SS Warwickshire 
Oxfordshire 


Canadian Bridge 


Worcestershire II 
Lancashire IV 
Herefordshire III 
Studying 
Cheshire IV 
Standby Leave 
Berkshire 


Studying 
Studying 
Studying 
Berkshire 
Studying 
Dorsetshire 
Studying 


Berkshire 
Berkshire 


Dart America 
Montreal City 
Standby Leave 
Dart Atlantic 
Dart Atlantic 
Standby Leave 
Standby Leave 
Wiltshire 
Standby Leave 
Standby Leave 
Wiltshire 
Devonshire II 


Herefordshire II 
SS Oxfordshire 


Date 


01/09/1959 
01/03/1960 


13/10/1977 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/05/1981 
21/10/1981 


15/03/1978 
27/09/1978 


29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


01/06/1956 
01/05/1957 


Name 


Wolfenden P 


Wong C.O 


Wong C.Y 


Wong K.F 


Wong K.Y 


Wong L.P 


Wong M 


Wong P 


Wong T.T 


Wong T.Y 


Wong Y 


Wood B.A 


Wood D.J 


Rank 


Carpenter 


Baker 


Cook 


Cook 


Pumpman 


C.P.O 


Cook 


C.P.O 


Leading Steward 


Cook 


Cook 


Deck Cadet 


Dept1 (Deck) 
2nd Officer 
Dept1 (Deck) 


Dept1 (Deck) 
2nd Officer 


Ship 
SS Oxfordshire 


Cheshire IV 


Cheshire IV 
Cheshire IV 


Cheshire IV 


Yorkshire IV 
Yorkshire IV 


Berkshire 


Cheshire IV 


Cheshire IV 
Cheshire IV 


Berkshire 


Yorkshire IV 
Yorkshire IV 


Berkshire 


Worcestershire III 
Staffordshire Ill 
Worcestershire III 
Standby Leave 
Studying 
Studying 
Studying 


Standby Leave 
Standby Leave 


Date 
01/11/1957 


22/04/1983 


06/04/1982 
27/09/1982 


01/04/1971 


21/10/1983 
13/04/1984 


27/09/1982 


26/09/1979 


22/04/1983 
21/10/1983 


21/10/1983 


21/10/1983 
13/04/1984 


18/09/1974 


22/06/1968 
01/12/1968 
30/06/1969 
01/07/1970 
01/04/1971 
01/08/1971 
01/10/1972 


01/10/1972 
01/04/1973 


Name 


Wood D.J 


Wood F 


Wood | 


Wood J 


Wood M 


Wood M.C 


Rank 
2nd Officer 


Captain 


5th Eng Officer 
4th Eng Officer 
3rd Eng Officer 


Dept2 (Engine) 
2nd Eng Officer 


Jnr Eng Officer 


4th Eng Officer 


Cook 


Jnr 3rd Officer 
Snr 3rd Officer 


2nd Officer 
Dept1 (Deck) 


2nd Officer 


Deck Cadet 


Uncert Officer 


Ship 
Worcestershire II 
Standby Leave 
Worcestershire III 
Standby Leave 
Standby Leave 
Studying 


Derbyshire II 
Derbyshire II 
Shropshire 
Shropshire 
Studying 
Shropshire 
Shropshire 
Shropshire 


Standby Leave 
Standby Leave 
Dart Atlantic 

Standby Leave 


Dart America 
Canadian Bridge 


SS Leicestershire 
Cheshire III 
Cheshire III 
Studying 
Studying 
Shropshire 

SS Leicestershire 
SS Leicestershire 


Shropshire 

SS Warwickshire 
SS Warwickshire 
Herefordshire II 
Derbyshire II 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
19/09/1975 
16/02/1976 


01/05/1958 
01/11/1958 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 


26/09/1979 
26/03/1980 
18/09/1980 
21/10/1981 


23/02/1977 
23/02/1977 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 


01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 


Name 


Wood M.G 


Wood N.J 


Wood R.A 


Wood S.R 


Woodage A.| 


Woodcock H.D 


Woodcock R.J 


Woodend J 


Woodend M 


Woodend M.J 


Rank 
Uncert 3rd Officer 


Deck Cadet 


Deck Cadet 


2nd Eng Officer 


Chief Eng Officer 


Electrical Officer 


Deck Cadet 


Dept2 (Engine) 


Dept2 (Engine) 


3rd Eng Officer 


9th Eng Officer 
5th Eng Officer 


4th Eng Officer 
Dept2 (Engine) 


Ship 


Australian Bridge 


Cheshire IV 


Shropshire 
Standby Leave 
Standby Leave 
Dorsetshire 
Hampshire 
Berkshire 
Studying 
Herefordshire III 


SS Leicestershire 
Derbyshire II 
Worcestershire III 


Standby Leave 


Herefordshire III 
Cheshire IV 
Studying 
Studying 
Hampshire 
Lincolnshire 


Studying 
Studying 


Studying 


Coventry City 


Herefordshire II 
Herefordshire II 
Yorkshire III 
Yorkshire III 
Studying 


Date 
01/03/1975 


29/04/1972 


25/12/1969 
13/10/1977 
15/03/1978 
27/09/1978 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


01/06/1956 
01/11/1956 
01/12/1968 


01/04/1973 


21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/08/1971 
01/10/1972 


01/03/1963 


22/06/1968 


01/03/1963 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 


Name 


Woodend M.J 


Woodfield J.R 


Woodfine J 


Woodfine J.A 


Rank 
3rd Eng Officer 


Chief Officer 


Captain 


Dept1 (Deck) 
Captain 


Ext Captain 


Electrical Officer 


Electrical Officer 
Dept3 (Electrical) 


Ship 


Shropshire 
Coventry City 


Worcestershire III 
Worcestershire III 
Lancashire IV 
Lancashire III 
Lancashire IV 
Lancashire IV 
Worcestershire III 
Toronto City 
Standby Leave 
Coventry City 
Derbyshire III 
Standby Leave 
Worcestershire II 
Standby Leave 
Standby Leave 
Dart America 
Dart America 
Standby Leave 
Atlantic Bridge 
Canadian Bridge 
Standby Leave 
Standby Leave 
Herefordshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Herefordshire III 
Berkshire 
Berkshire 
Standby Leave 
Yorkshire IV 


Westminster Bridge 


Shropshire 
Standby Leave 


Date 


01/10/1966 
20/05/1967 


20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 
19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


30/06/1969 


20/05/1967 
21/11/1967 


Name 


Woodfine J.A 


Woodfing J 


Woodham R.M 


Woodham R.M.S 


Woodward J.W 


Woodward S.R 


Woolard K 


Woolard K.R 


Woolley J.H 


Woolley J.M 


Woolley J.N 


Rank 


Electrical Officer 


Electrical Officer 


Deck Cadet 


Deck Cadet 


Dept1 (Deck) 


Snr 3rd Officer 
Dept1 (Deck) 


2nd Officer 


Jnr Eng Officer 


3rd Officer 


6th Eng Officer 
5th Eng Officer 


5th Eng Officer 


3rd Officer 


2nd Officer 


2nd Officer 


Ship 
Atlantic Bridge 


Worcestershire III 


Derbyshire II 


Shropshire 
Shropshire 
Derbyshire II 
Studying 
Standby Leave 
Herefordshire II 
Studying 
Standby Leave 
Staffordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire III 
Herefordshire II 
Yorkshire III 


Wiltshire 
Wiltshire 


Wiltshire 


Derbyshire II 
Derbyshire II 


Derbyshire II 
Derbyshire II 


English Bridge 


Standby Leave 


Standby Leave 


Date 
01/12/1968 


22/06/1968 


14/10/1961 


01/10/1960 
18/04/1961 
01/05/1962 
01/03/1964 
14/10/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 


26/03/1980 
18/09/1980 


19/09/1975 


01/06/1956 
01/05/1957 


01/11/1956 
01/11/1957 


18/09/1974 


19/09/1975 


01/03/1975 


Name 


Woolley J.N 


Wopat R 


Worthington T.C 


Wright A 


Wright A.E 


Wright A.M 


Wright C.H 


Wright | 


Wright L.M 


Wright P.B 


Rank 


2nd Officer 
Ext 2nd Officer 


Deck Cadet 


Chief Eng Officer 


Butcher 


Dept5 (Victualling) 


Engineer Cadet 


Dept1 (Deck) 


Jnr Eng Officer 


Chief Officer 


3rd Officer 
2nd Officer 


Ship 


English Bridge 
Dart America 


Cheshire IV 
Coventry City 


Yorkshire III 
Standby Leave 
Shropshire 
Berkshire 
Coventry City 
Atlantic Bridge 
Pacific Bridge 


SS Warwickshire 


Standby Leave 


Studying 
Studying 
Studying 
Studying 
Devonshire II 
Cheshire IV 
Studying 
Studying 


Standby Leave 


Pacific Bridge 


Derbyshire III 
Liverpool Bridge 
Standby Leave 
Lincolnshire 


Herefordshire III 
Herefordshire III 


Date 


16/02/1976 
23/02/1977 


01/10/1972 
01/04/1973 


01/07/1970 
01/04/1971 
01/08/1971 
29/04/1972 
01/10/1972 
01/04/1973 
07/10/1973 


01/03/1960 


01/11/1958 


26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


18/04/1961 


01/10/1972 


16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


26/03/1980 
18/09/1980 


Name 


Wright P.B 


Wright P.W.J 


Wright R.A 


Wrigley S.E.H 


Wyatt R.H.W 


Rank 
2nd Officer 


Deck Cadet 


3rd Officer 


2nd Eng Officer 


Chief Eng Officer 
2nd Eng Officer 


Ext 2nd Eng Officer 


Ext 2nd Officer 
2nd Officer 


Captain 


Chief Officer 


Ship 


Standby Leave 


Studying 
Canadian Bridge 
Cambridgeshire 
Warwickshire 
Studying 
Studying 
Studying 
Devonshire II 
Berkshire 
Lancashire IV 
Cambridgeshire 
Standby Leave 
Standby Leave 


Standby Leave 
Standby Leave 
Studying 
Standby Leave 
Standby Leave 
Cheshire IV 
Berkshire 
Herefordshire III 
Lancashire IV 
Standby Leave 
Standby Leave 
Berkshire 
Berkshire 
Cheshire IV 
Devonshire II 


Westminster Bridge 
Standby Leave 
Cheshire IV 
Toronto City 
Studying 


Derbyshire III 
Coventry City 


Date 
21/05/1981 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 


10/09/1976 
23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 
06/04/1982 
27/09/1982 
22/04/1983 
21/10/1983 
13/04/1984 


01/10/1972 
01/04/1973 
07/10/1973 
19/02/1974 
18/09/1974 


01/10/1972 
01/04/1973 


Name 


Wyatt R.H.W 


Wylde C 


Yan W.C 


Yasin 


Yates D.C 


Yates I.L 


Yates W.E 


Yau C 


Rank 
Chief Officer 


Jnr Eng Officer 


4th Eng Officer 


Cook 


Serang (Deck) 


2nd Eng Officer 


Chief Eng Officer 


Jnr Eng Officer 


2nd Elect Officer 


Carpenter 


Ship 
Herefordshire III 
Oxfordshire 
Derbyshire III 
Lancashire IV 
Standby Leave 
Standby Leave 
Dart Atlantic 
Dart America 


Lincolnshire 
Standby Leave 
Derbyshire III 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Cheshire IV 
Yorkshire IV 
Yorkshire IV 


Shropshire 


Standby Leave 
English Bridge 
Lancashire IV 
Oxfordshire 
Northamptonshire 
Standby Leave 
Northamptonshire 
Standby Leave 
Berkshire 
Berkshire 


Standby Leave 


Derbyshire II 


Oxfordshire 


Date 


07/10/1973 
19/02/1974 
18/09/1974 
01/03/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 


13/10/1977 
15/03/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


16/02/1976 
10/09/1976 
23/02/1977 


25/12/1969 


10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 


26/09/1979 


01/10/1960 


19/09/1975 


Name 


Yau C 


Yau W.T 


Yeatman C.J 


Yeung K.H 


Yeung W.C 


Yeung W.M 


Yin C.C 


Yip K.C 


Youdale L 


Young A.E 


Rank 


Carpenter 


C.P.O 


Deck Cadet 


C.P.O 


Carpenter 


Leading Steward 


Carpenter 


Cook 


Electrical Officer 


Chief Officer 
Captain 


Dept1 (Deck) 


Captain 


Dept1 (Deck) 
Captain 
Dept1 (Deck) 


Ship 
Oxfordshire 


Cheshire IV 
Cheshire IV 


Oxfordshire 


Ocean Bridge 
Herefordshire III 
Standby Leave 
Lancashire IV 


Berkshire 


Oxfordshire 


Cheshire IV 


Berkshire 


Berkshire 


Pacific Bridge 


Devonshire | 
Devonshire | 

SS Warwickshire 
SS Warwickshire 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Shropshire 
Shropshire 
Herefordshire II 
Cheshire III 
Standby Leave 
Yorkshire III 
Standby Leave 


Date 


16/02/1976 
10/09/1976 
23/02/1977 


01/03/1975 


01/03/1975 
19/09/1975 
16/02/1976 
10/09/1976 


13/10/1977 


13/10/1977 


13/10/1977 


19/09/1975 


15/03/1978 


01/10/1972 


01/06/1956 
01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
14/10/1964 


Name 


Young A.E 


Young G 


Young |.D 


Young K.N 


Rank 
Dept1 (Deck) 


Captain 


Surgeon 


Dept3 (Electrical) 
Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 
Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 
Dept3 (Electrical) 


Electrical Officer 


Dept3 (Electrical) 
Electrical Officer 


Ext 2nd Officer 


Ship 

Standby Leave 
Shropshire 
Cheshire III 
Cheshire III 
Gloucestershire 
Gloucestershire 
Gloucestershire 
Staffordshire III 


Staffordshire II 


Standby Leave 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Oxfordshire 

SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
SS Oxfordshire 
Standby Leave 
Standby Leave 
Herefordshire II 
Standby Leave 
Standby Leave 
Standby Leave 
Coventry City 
Warwickshire 
Standby Leave 
Standby Leave 
Atlantic Bridge 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 
Standby Leave 


Devonshire II 


Date 


10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 


01/11/1956 


01/11/1956 
01/05/1957 
01/11/1957 
01/05/1958 
01/11/1958 
01/09/1959 
01/03/1960 
01/10/1960 
18/04/1961 
14/10/1961 
01/05/1962 
01/03/1963 
01/03/1964 
10/05/1965 
15/11/1965 
01/05/1966 
01/10/1966 
20/05/1967 
21/11/1967 
22/06/1968 
01/12/1968 
30/06/1969 
25/12/1969 
01/07/1970 
01/04/1971 
01/04/1973 
07/10/1973 
19/02/1974 


01/03/1975 


Name 


Young K.N 


Young M.| 


Young R.M 


Youngs A.J 


Yu ¥.P 


Yuen K.C 


Yuen L.L 


Yuen L.Y 


Yuk W.W 


Rank 


1st Officer 
Chief Officer 


Ext Chief Officer 
Chief Officer 


4th Eng Officer 


2nd Officer 


Engineer Cadet 


Jnr Eng Officer 


Leading Steward 


C.P.O 


Cook 


Cook 


C.P.O 


Ship 

Standby Leave 
Standby Leave 
Standby Leave 
Oxfordshire 
Cheshire IV 
Cheshire IV 
Cheshire IV 
Northamptonshire 
Cambridgeshire 
Derbyshire IV 
Standby Leave 
Lancashire IV 
Standby Leave 


Shropshire 


Derbyshire III 
Standby Leave 
Canadian Bridge 


Studying 
Studying 
Devonshire II 
Studying 
Standby Leave 
Studying 
Studying 
Lincolnshire 


Cheshire IV 


Oxfordshire 


Berkshire 


Berkshire 


Yorkshire IV 


Date 


19/09/1975 
16/02/1976 
10/09/1976 
23/02/1977 
13/10/1977 
15/03/1978 
27/09/1978 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 
21/05/1981 
21/10/1981 


18/04/1961 


18/09/1974 
19/09/1975 
16/02/1976 


23/02/1977 
13/10/1977 
27/09/1978 
30/04/1979 
30/04/1979 
26/09/1979 
26/03/1980 
18/09/1980 


18/09/1974 


13/10/1977 


21/10/1981 


21/05/1981 


16/02/1976 


Name 


Yuk W.W 


Yule J.M 


Yung T 


Yung Y 


Rank 
C.P.O 


6th Eng Officer 


Cook 


Cook 


Ship 
Yorkshire IV 


Yorkshire IV 
SS Leicestershire 


Berkshire 


Oxfordshire 
Northamptonshire 
Northamptonshire 


Date 


30/04/1979 
26/09/1979 


01/03/1963 


01/04/1971 


23/02/1977 
27/09/1978 
30/04/1979 


